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PART ONE 
INTRODUCTION 


CHAPTER 1 
INTRODUCTION 


1. Purpose 


This manual provides information on the use of field fortifications 
and obstaeles in proper combinations with mobility and dispersion for 
ihe protection of individuals, units, and administrative support in- 
stallations in the field. 


2. Scope 

a. The manua! describes the employment and construction of unit- 
construction field fortifications as defined in paragraph За. The capa- 
bilities and limitations of each fortification are discussed; and standard 
plans, bills of materials, construction procedures, and time and labor 
requirements are furnished. 

b. The fortifieations and techniques of protection described in this 
manual, are applieable to all field army units. 

c. Field design procedures for struetures to support overhead cover 
are included in appendix IV. 

d. This manual is written with the assumption that the reader is 
familiar with the employment and effects of nuclear weapons as de- 
scribed in DA Pams 39-1 and 39-3. 

e. The material herein is applieable without modification to both 
nuclear and nonnuclear warfare. 
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CHAPTER 2 
GENERAL 


3. Types of Field Fortifications 


Field fortifications are constructed by all arms and services. En- 
gineer troops assist the units which are to occupy these fortifications 
and in addition may be made entirely responsible for all fortifications 
in a specific area. The two types of field fortifications and their defini- 
tions are listed below. 

a. Field Fortifications—Umit Construction. These fortifications are 
emplacements and shelters of temporary construction which can be соп- 
structed with reasonable facility by using units with no more than 
minor engineer supervisory and equipment participation. 

b. Field Fortifications—Engineer Construction. These fortifications 
are emplacements and shelters of temporary construction which require 
construction by engineer troops with or without assistance from using 
units. 


4. Responsibilities 

а. It is the responsibility of the commander of troops occupying posi- 
tions or installations to lay out and construct field fortifications. 

b. The staff engineer at all levels of command assists in preparation 
of plans and orders and performs technical inspections with respect to 
field fortifications. Engineer staff officers and engineer technical ad- 
visory personnel must be familiar with the tactical and administrative 
support considerations which affect the organization of the ground in 
order to provide proper technical assistance and advice. 

c. The duties of engineer troops in the construction of field fortifica- 
tions by the using units are— 

(1) To supply field fortifications materials and hand tools. 

(2) To furnish technical advice and assistance. 

(3) To furnish and operate engineer construction equipment as 
appropriate. 


5. Definition of Terms 


The following terms are used in planning and constructing field 
fortifications. 


a. Blast Loading. The loading (or force) on an object or structure 
caused by the air blast from an explosion striking and flowing around 
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the object. It is a combination of overpressure (or diffraction) and 
dynamie pressure (or drag) loading. 

b. Concealment. The act or result of actions designed to hide or dis- 
guise men or material from the enemy; the application of techniques 
of camouflage or sereening or both, with the aim of denying informa- 
tion as to the existence, nature, disposition, or purpose of installations, 
equipment, or activities. Concealment offers protection from observa- 
tion only. 

e. Cover. Shelter or protection, either natural or artificial, from 
enemy fire. 

d. Deception. Any activity the aim of which is to draw attention; 
the use of any measure, the aim of which is to mislead by misrepresent- 
ing any installation, equipment or activity. 

e. Defilade. Protection or shielding from hostile ground observation 
and flat trajectory fire, provided by a natural or artificial obstacle 
such as a hill, ridge, or bank. 

f. Drag Loading. The forces exerted upon an object or structure 
by the dynamic pressures from the blast wave of a nuclear explosion. 
These forces are influenced by certain characteristics of the object 
or structure, primarily its shape. 

g. Emplacement. A prepared position for one or more weapons or 
pieces of equipment for protection against hostile fire or bombardment, 
and from which they can execute their tasks. Emplacements inelude 
foxholes and trenches. 

Һ. Enfilade Fire. Fire in which the long axis of the beaten zone 
coincides with the long axis of the target; e.g., fire in the direction of 
the length of a line or column. 

i. Gap. A portion of a barrier in which no obstacles exist. It is wide 
enough to enable a friendly force to pass through in tactical formation. 

j. Incident Radiation. Radiation which falls upon, strikes or affects 
a certain plane of reference. 

- k. Lane. A clear route through an obstacle. A single lane is normally 
8 yards wide; a double lane is 16 yards wide. Lanes must be suitably 
marked. 

L. Obstacle. Any obstruction (natural terrain feature, condition of 
soil or climate, or manmade object) that stops, delays, or diverts 
movement. 

(1) Natural obstacles include steep slopes, rivers, gullies, swamps, 
heavy woods, thick jungle, and deep snow and manmade ob- 
jects, such buildings or walls, not originally erected to serve 
as obstacles but which may be employed as such. 

Artificial obstacles include works of destruction and construc- 
tion, such as demolished bridges; road craters; abatis; flood- 
ing; minefields; contaminated areas; wire entanglements; road- 
blocks; antitank ditches, and log, steel, and conercte structures. 


s 
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m. Physical Protection. The use of natural or artificial physical 
means to provide proteetion from weapons effects. Some examples of 
physical proteetion are protective clothing, armored vehicles, emplace- 
ments, shelters, parapets, trenches and natural terrain conditions. 

n. Reaction Time. The time that elapses between an action and a 
counteraction. 

o. Revetment. A retaining wall or facing, constructed from sandbags, 
boards, brush, or other materials which hold earth slopes at steeper 
angles than could normally be maintained without caving or sliding. 

p. Shelter. Any natural or artificial cover which protects troops, 
ammunition, or supplies from enemy action or inclement weather. No 
provisions are made for firing weapons from shelters. 

q. Translation. Lateral movement caused by drag loading. 

т. Trench. An exeavation of standard dimensions which connects 
other emplaeements and shelters. 
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_ PART TWO 
FUNDAMENTALS OF PROTECTION 


CHAPTER 3 


PROTECTION OF PERSONNEL AND INDIVIDUAL 
WEAPONS 


Section І. PROTECTION FROM EFFECTS OF CONVENTIONAL 
WEAPONS 


6. General 


a. Methods of Providing Protection. Protection against conventional 
weapons is best provided by putting an adequate thickness of shielding 
material between the target and the weapon or weapon fragments. In 
the field this is most easily done by digging into the ground so that the 
personnel or equipment to be protected is not exposed to the line of 
sight of the weapon. 'Phis provides excellent protection against direet 
fire weapons, horizontally impelled fragments, small arms and the 
crushing action of tanks. Digging into the ground also affords protec- 
ton against artillery, infantry heavy weapons, bombs and other aerial 
weapons. To improve proteetion against this latter group of weapons, 
overhead cover must be constructed. The added protection depends on 
the strength and thickness of the cover. If this cover extends above 
the ground suffieiently to provide а target for direct fire weapons, 
the protective value of the emplacement or shelter may be reduced. 
Similar reduction in the protective value of the emplacement or shelter 
may result from extending the structure above the level of the ground 
to provide firing apertures. If surface structures are covered with 
earth they may provide protection comparable to subsurface structures. 
However, the surface structure must be of stronger construction and 
the thickness of the earth cover and the effort required to place and com- 
pact it may be excessive. 

b. Protection Afforded. The protection afforded by each of the 
standard emplacements and shelters against the effeets of conventional 
weapons 18 presented in chapter 8. 


7. Close Combat Weapons 

Emplacement design should provide for defense against close combat 
weupons as listed below. 

a. Grenades. The emplacement itself provides a shield between the 
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occupants and а grenade exploding outside the emplacement. Shielding 
is accomplished inside the emplacement by а grenade sump, in which 
the grenade may explode harmlessly. 

b. Bayonet or Rifle Butt. Most emplacements offer little protection 
from а bayonet or rifle butt except by denying entry to the person 
wielding the weapon. Actually, certain emplacements may increase 
vulnerability to bayonet or rifle butt attack by hindering effective 
counteraction by the personnel inside. Where possible, without signifi- 
cantly reducing the other protection provided, emplacements should 
permit rapid, easy exit. 

c. Demolition Charges. The effect of demolition charges such as the 
pole charge and satchel charge is minimized by the shielding material 
of the emplacement between the occupant and the exploding charge. 


8. Small Arms 


Firearms, such as rifles, carbines, pistols, and machineguns, are classi- 
fied as small arms. These firearms may inflict casualties directly or 
through ricocheting fragments of solid materials. They are normally 
fired on a flat trajectory. Two to six feet of earth or a lesser amount 
of more impervious material will provide protection from small arms. 


9. Conventional Artillery and Infantry Heavy Weapons 

Attacks by these weapons fall into two general categories. 

a. Direct Fire. Recoilless rifles, assault guns, tank guns, bazookas, 
and small guided missiles are considered to be direct fire weapons. 
They have a flat trajectory and a high penetrating power which may 
be increased by a shaped charge in the missile. Because of this flat 
trajectory, emplacements and shelters below ground level provide good 
protection against direct fire weapons. Emplacements and shelters 
which protrude above ground surface offer a silhouette as a target and 
hence are much more vulnerable to direct fire weapons. When it is 
necessary that emplacements or shelters protrude above the ground 
surface they should be provided with a sloping cover. This decreases 
their vulnerability to direct fire weapons, since it increases the prob- ` 
ability of the projectiles ricocheting from the cover. 

b. Indirect Fire. 


(1) Mortars, howitzers, most free rockets and guided missiles and 
other artillery weapons are indirect fire weapons. The most 
widespread casualty producing effect of these weapons is their 
fragmentation. Subsurface positions with small openings, such 
as foxholes, provide excellent protection from these fragments, 
except those resulting from overhead bursts. Protection may 
be increased by adding 18 inches of overhead cover which is 
sufficient to stop most fragments. Occasionally a horizontal 
sweep of fragments may cause casualties through openings in 
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surface emplacements and shelters which have adequate over- 
head cover. 

Direct hits from indirect fire weapons can cause casualties 
in em; 'cements and shelters through earth covers up to 12 
feet thick, depending on the fuzing and the size of the weapon 
and the construction of the emplacement. А protective cover 
constructed in functional layers supported by a roof con- 
structed of laminated planks (described in ch. 7) gives the 
best protection, against conventional weapons, per foot of 
cover thickness. Three feet of such cover will survive a direct 
hit from а 155-mm shell. 


(2 


— 


10. Bombs and Other Aircraft Delivered Weapons 


Bombs other than direct hits or very near misses will tend to produce 
fragment patterns similar to surface burst indirect fire. Consequently, 
shelters and uncovered emplacements afford good protection. Only 
thick overhead cover of materials arranged in functional layers will 
provide protection from direct hits or near misses. Aircraft rockets are 
similar to artillery direct fire weapons except that they have a greater 
capability for attacking a target at ground level, such as the opening 
of a foxhole. Aircraft machineguns and small caliber cannon are similar 
in their effects to small arms and small direct fire infantry heavy 
weapons except that they also have a better capability for attacking 
low silhouette targets. Certain types of air-delivered weapons, such 
as small antipersonnel mines, may be dropped in high densities over 
wide areas. Overhead cover which can resist penetration will provide 
protection from these latter weapons. 


11. Tracked Vehicles 


Tracked vehicles can destroy or damage emplacements and shelters 
and cause casualties within them by their crushing action in addition 
to the use of direct fire weapons. Small emplacements or shelters which 
are deep enough permit the surrounding earth to sustain the weight 
of tracked vehicles without crushing the fortification or injurying its 
occupants. 


Section 1. PROTECTION FROM EFFECTS OF CHEMICAL 
AND BIOLOGICAL WEAPONS 


12. General 

Enemy use of chemical and biological agents and weapons must be 
considered in discussing the employment of emplacement and shelters. 
Although emplacements and shelters do not offer complete protection 
from such weapons, provision can often be made for partial protection. 
The protection afforded by each of the standard emplacements and 
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shelters against the effects of chemical and biological agents and weapons 
is presented in chapter 8. 


13. Protection Afforded By Emplacements 


a. Napalm and Flamethrowers. Protection from napalm and flame- 
throwers requires that the burning jelly or fuel be excluded from the 
emplacement and that adequate breathable air be retained in the em- 
placement. Covered emplacements with relatively small apertures and 
entrance areas which can be closed, provide protection from napalm 
and flamethrowers. 


b. Gas, Liquid Contaminants and Biological Agents. Deep emplace- 
ments, unless they are constructed so as to permit airtight sealing, 
generally increase the hazard from gas, because gas tends to settle in 
low places. Overhead cover alone over an emplacement provides no 
protection from gas. Emplacements which have overhead cover and 
protected apertures provide protection from the direct hazard of liquid 
contaminants. A collective protector (gas particulate filter unit) is 
required for effective protection from the effects of casualty gases 
because the occupants of a closed emplacement or shelter would exhaust 
the air supply inside within a relatively short time, depending on the 
size of the emplacement or shelter. For personnel in open or partially 
open emplacements, the best protection against casualty gas and aerosol 
borne biological agents is the use of the protective mask. 


14. Protection Afforded By Shelters 


Fully covered shelters with properly protected openings provide 
excellent protection from napalm and flamethrowers. However, if the 
enemy fires a flamethrower into the shelter all occupants would prob- 
ably die of either burns or asphyxiation. Protection from effects of 
gas and biological agents depends on the type of shelter. Crude, hasty 
shelters provide protection similar to that provided by emplacements 
with overhead cover. Shelters can be improved so that they are air- 
tight and incorporate collective protectors (gas particulate filter units) 
as described in TM 3-350. If the gas particulate filter unit provides 
sufficient air to maintain a slight positive pressure inside the shelter, 
airtightness is not required, since any leakage would be from inside to 
outside the shelter. Biological agents aerosols act in a fashion similar to 
that of gas. Covered shelters generally are capable of excluding liquid 
agents. The possibility that liquid contaminants may be inadvertently 
introduced into the shelter on clothing and equipment must be con- 
sidered. 
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Section ІІ. PROTECTION FROM EFFECTS OF NUCLEAR 
WEAPONS 


15. General 


The effects of nuclear weapons from which protection of personnel 
and their individual weapons is required are— 

a. Blast (direct and indirect). 

b. Nuclear radiation (initial and residual). 

c. Thermal radiation (direct and indirect). 
The protection afforded by each of the standard emplacements and 
shelters from the effects of nuclear weapons is described in chapter 8. 


16. Protection From Blast Effects 


a. General. The blast effect of nuclear weapons acts on the personnel 
within an emplacement or shelter as well as on the emplacement or 
shelter itself. 


b. Effects From Which Protection Is Required. 
(1) Direct effects of the blast: 
(a) Overpressure. 
(b) Drag loading. 
(2) Indirect effects of the blast: 

(a) Physical injury to occupants resulting from collapse or 
failure of the emplacement or shelter due to blast loading, 
air induced ground shock, or tree blowdown. 

(b) Physical injury as а result of tree blowdown or flying debris. 

(c) The loss of protection from other effects of nuclear weapons 
(thermal and nuclear radiation), conventional, and chemieal 
and biological weapons as a result of collapse or failure of 
the emplacement or sheltor. 


c. Protection From Direct Effects. 

(1) Overpressure. The effect of overpressure alone on personnel 
is, with one exception, not militarily signifieant because the 
pressure required to cause serious casualties is so high that 
personnel exposed to such pressure will normally also be sub- 
jected to lethal indireet blast effects and lethal radiation doses. 
Multiple reflections of the blast wave inside a shelter may, 
however, build overpressure up to significant levels. The use 
of blast-proof entrances will reduce this hazard. The one 
result, of overpressure on personnel which is an exception is 
eardrum rupture which will occur between 7 and 15 psi over- 
pressure. Such an injury may impair the combat efficiency of 
those sustaining it but should not require their evacuation. 

(2) Drag loading. Shelters and below ground emplacements give 
good protection from drag loading. Within the position itself, 
the area near doors and entranceways is most susceptible to 


TAGO 10025-B, Sept. 1959 11 


12 


drag effects and incoming debris. This is especially true in 
shelters with more than one entrance. Blast-proof entrances 
are required to protect personnel inside an emplacement or 
shelter from injury by translation, resulting from drag loading 
inside the structure. Completely blast resistant entrances are 
not practical for most field fortifications, but some additional 
protection can be obtained by constructing baffles in the en- 
trances. The degree of protection afforded by а foxhole 
against injury resulting from translation 18 not too well known 
&t present. However, appreciable protection should be pro- 
vided if the foxhole is deep enough to prevent the occupant 
from being thrown out. 


d. Protection From Indirect Effects. 
(1) Physical injury. Some protection from physical injury re- 


sulting from the collapse or partial failure of an emplacement 
or shelter due to drag loading, air-induced ground shock or 
tree blowdown can be provided by well-designed and well- 
constructed positions, Subsurface fortifications used in con- 
junction with low parapets provide the best protection in 
forested areas. Structures which protrude above the ground 
required overhead cover strong enough to support fallen trees. 
Damage to an emplacement or shelter which is sufficient to 
produce physical injury to its occupants will usually result in 
& loss of protection from other weapons effects. Means of 
preventing such loss are discussed in the following paragraphs. 
Debris hazard. И an individual is inside an emplacement or 
shelter, considerable protection from flying debris is provided, 
depending on the design of the position and the amount of 
equipment within the position which might itself form a 
debris hazard. Small, deep, relatively closed positions such as 
foxholes provide the best protection. Wide, shallow, open 
positions such as artillery emplacements provide the poorest 
protection. The protection provided by an emplacement or 
shelter can be improved if the loose equipment within is kept 
to a minimum. 


м 


(3) Loss of protection in open emplacements. 


(a) Unrevetted. Blast damage to an unrevetted emplacement 
is caused by the failure of the soil to withstand air-induced 
ground shock. Soils vary in their susceptibility to this 
ground shock. In most soil firm enough to otherwise sus- 
tain an unrevetted emplacement, 25 psi or more will nor- 
mally be required for actual wall collapse. Unrevetted walls 
in а cohesive soil may show almost no structural damage 
while the same unrevetted emplacement in a less cohesive 
soil such as sand, will collapse. However, an estimate of 
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soil stability based only on cohesive qualities is not valid 
because of such variable characteristics of soil as previous 
disturbance and moisture and air content. The degrees of 
damage shown in table I for unrevetted emplacements are 
based on the level to which the emplacement was filled as a 
result of the introduetion of dust and debris. (Shock sus- 
ceptible soils such as loess can be expected to fail at much 
lower overpressure ranges.) In loose gravelly soils, dust 
and debris can sometimes almost completely fill an em- 
placement at overpressures as low as 5 psi because this type 
of soil provides excellent debris material. Such fill may make 
weapons temporarily inoperative and cause casualties by 
choking or entrapping the occupants of the emplacements. 


Table I. Fill Damage To Unrevetted Open Subsurface 
Emplacements (Loose Gravelly Surface) 


Overpressures Degree of damage 








20 psi........ see ree SE s ца Severe 
I2 Da а САК ЕК КЕ memo Moderate 
Арат са ese es УА Light 
Severe — At least 50 percent filled. 
Moderate — Less than 50 pereent and more than 10 percent filled. 
Light — Less than 10 percent filled. 


(b) Revetted. The blast overpressure necessary to collapse 
revetted emplaeements depends upon the soil type, the 
revetment material and the construction procedure used but 
wil normally exceed that required to collapse unrevetted 
emplaeements. Revetting will not prevent fil damage re- 
sulting from blown-in material so table I will generally 
apply to revetted positions in loose gravelly soil. 

(4) Loss of protection in covered emplacements. Overhead cover 
for emplacements and shelters has considerable importance 
in protection from the indirect effects of blast. Unless the 
overhead cover is well constructed it can impair the overall 
protective value of the emplacement or shelter since its failure 
may result in direct injury to the occupants as well as a greater 
probability of injury to personnel from other effects. The 
forces acting on the overhead cover are produced by its own 
woight, the differential pressure on its faces, impact of pressure 
wave, and if above ground, drag pressure. Overhead covers 
above ground have a tendency to be blown away while those 
even with or below the ground surface may tend to fail either 
inward or outward. Inward failure of cover results in a high 
probability of injury to the occupants. 
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(5) Loss of protection in surface shelters. This type of shelter is 


subject to the full force of the drag loading resulting from the 
blast effect of a nuelear explosion. Such loading ean be eritical 
at relatively low overpressures particularly if there are open- 
ings above the surface. Streamlining the silhouette with earth 
cover will reduce the drag load. The protection from tree blow- 
down in the event a tree fell on the shelter would depend on 
the construction of the shelter. 


(6) Loss of protection in subsurface shelters. Since this type of 


shelter is underground, it is not subject to the drag-loading 
of the blast effect and can withstand higher blast overpressure 
than surface shelters. The effect of blast on the overhead 
cover of a subsurface shelter is essentially the same as that 
described in (4) above for covered emplacements. 


17. Protection From Nuclear Radiation 


а. General. The nuclear radiation effects of a nuclear weapon act 


only on the personnel within an emplacement or shelter and have no 
effect on the emplacement itself. 


b. Types of Nuclear Radiation Against Which Protection Is Required. 


(1) Initial. Initial radiation consists essentially of initial gamma 


radiation, and initia] neutron radiation. 


(2) Residual. Residual radiation consists of induced radiation 


and fallout. 


c. Initial Nuclear Radiation. 


(1) Initial gamma radiation. 


(a) General. The gamma radiation which is produced by a 
nuclear explosion during the first minute after the burst is 
known as initial gamma radiation. This radiation is not 
capable of being detected by the human senses, but it is 
capable of producing casualties if personnel are not shielded 
from it. Distance is the best shielding factor, since the in- 
tensity of the gamma radiation decreases with the distance 
away from the source. Gamma radiation is also absorbed 
(or attenuated) to some extent when it must pass through 
any material. It is not possible to absorb gamma radiation 
completely, but if a sufficient thickness of material is placed 
between the source of gamma radiation and an individual 
the radiation dose received by the individual becomes 
negligible. 

(b 


— 


Protection afforded by emplacements and shelters. The 
gamma radiation affecting occupants of emplacements and 
shelters is in two components (fig. 1). The direct or line of 
sight radiation, and the seatter radiation. At distances at 
which personnel in emplacements may be expected to survive 
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a nuclear burst, at least 50 percent of the incident gamma 
dose will be from the scatter component. This percentage 
inereases with the range, so that for bursts of 10 KT or 
higher, on an emplacement or shelter in which personnel 
may be expected to survive, an average of 75 percent of 
the gamma dose will be from scatter radiation. An emplace- 
ment or shelter, such as a deep foxhole, which provides all- 
round shielding for the occupant against scatter radiation, 
but which may allow direct radiation (such as that from 
a high air burst) to enter, provides better overall protection 
than an emplacement or shelter which provides complete 
protection from direct radiation but does not provide all- 
round protection against scatter radiation. 


DIRECTION OF BURST 





LEGEND: 


DIRECT RADIATION ———— сы 
SCATTER RADIATION | L1 2 —— - —— 


Figure 1. Effect of gamma radiation from a low atr burst on occupant oj an open 
emplacement. 
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(2) Neutron radiation. Neutrons produced by the explosion of 


nuclear weapons behave somewhat like gamma rays. Neutrons 
scatter more than gamma rays, as & result, emplacements 
and shelters with openings allow a greater percentage of 
neutrons than gamma rays to enter. Earth, however, provides 
better shielding from neutrons than from gamma rays with 
the result that а well baffled entrance to an emplacement or 
shelter reduces the percentage of neutrons to gamma rays 
which enter the structure. Properly constructed emplacements 
and shelters provide substantial protection against neutron 
radiation. 


d. Residual Radiation. 


16 


(1) Neutron induced gamma radiation. This gamma radiation re- 


sults from radioactivity produced in certain types of soil by 
neutrons produced during the nuclear explosion and exists in 
a circular pattern around ground zero. It exists primarily 
in the ground area directly below low air bursts. Personnel 
in emplacements or shelters in an area which is subjected 
to significant intensities of this type of residual radiation will 
probably have become casualties from other effects. Areas 
in which fortifications are to be constructed should be monitored 
to detect the presence of radiation if there are indications 
that the area was near the ground zero of a nuclear burst. 


(2) Fallout. 


(a) General. The radioactive dust and debris particles which 
fall back to the ground (fallout) from surface or near surface 
bursts present the most difficult residual radiation protection 
problem. Personnel in emplacements and shelters in fallout 
areas are subjected to radiation from two major sources. 
One is the scatter gamma radiation from radioactive par- 
ticles in the surrounding (out to several hundred feet) fall- 
out areas; the second is the direct gamma radiation from 
radioactive particles which fall or drift into or on the over- 
head cover of the emplacement or shelter. 
Protection afforded by emplacements and shelters. Em- 
placements and shelters protect against scattered gamma 
radiation as described in с(1) (б) above. Protection against 
radiation from radioactive particles (fallout) is obtained 
by keeping them out of the fortification itself and by pro- 
viding a thick overhead cover to attenuate the radiation 
from any particles which do fall on or near the emplacement 
or shelter. 
{с} Permanent overhead cover. While earth or other thick over- 
head cover on an emplacement or shelter will attenuate 
radiation resulting from any fallout deposited on it, the 
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overhead cover may be of such а design that fallout par- 
ticles driven by the wind tend to collect above the shelter 
and actually increase the intensity of the radiation within 
the shelter. Ап emplacement or shelter should be constructed 
so that drifting as well as falling particles will not be con- 
centrated in or near it. The use of a small ditch or berm 
approximately a foot away from the edge of an emplacement 
or shelter to intercept or collect wind-driven particles often 
substantially decreases the amount of radiation to which 
the occupants are subjected. 

Temporary overhead cover. When a poncho, shelter half:or 
other temporary overhead cover is used to exclude fallout 
from an open emplacement the particles which collect on 
the temporary overhead cover should be periodically dis- 
posed of well away from the emplacement so that they do 
not reenter the emplacement before the overhead cover is 
replaced. This type of overhead cover only excludes the 
particles and does not attentuate radiation from them. 


(d 
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18. Protection From Thermal Radiation 


a. General. 'The protection of personnel from burns resulting from 
direct exposure to thermal radiation is a problem of large proportions 
due to the great range to which this effect extends for the higher 
yield weapons. The task of protection is increased by the fact that 
casualties may also be caused indirectly as a result of fires in forest 
and built-up areas. Under certain circumstances (dry weather, forests 
subject to easy ignition, and high winds) the overall threat from the 
direct and indirect results of this effect may exceed that of all other 
effects, except fallout, combined. 


b. Protection From Primary Effects. Thermal radiation causes direct 
casualties only on persons in the line of sight of the source of the thermal 
radiation. Personnel in the open or in uncovered emplacements can 
be provided some protection by any type of opaque shield, including 
protective clothing. All areas of the skin must be covered by the pro- 
tective clothing. An emplacement or shelter which affords significant 
protection from nuclear radiation will normally provide protection from 
direct thermal radiation. 

c. Protection From Secondary Effects. Fires in forests and built-up 
areas may result from direct thermal radiation. Protection against 
them is usually beyond the capability of the individual and is discussed 
in chapter 5 on the protection of units. Individual emplacements and 
shelters will normally give their occupants adequate insulation from 
the heat of the fire but cannot prevent suffocation over extended 
periods. Personnel in tanks and armored personnel carriers would be 
shielded from the fire provided they are able to receive sufficient oxygen 
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and Ше vehicle itselí did not cateh fire. If time or other considerations 
do not permit а quick evacuation from the fire area, personnel in 
vehicles should dismount and seek shelter in emplacements or shelters 
which have provision for ventilation. 


Section IV. COMPARISON OF PROTECTION REQUIRED 


19. Comparison of Protection Required From Different 
Effects of Nuclear Weapons 


Án interrelation exists between certain effects of nuclear weapons 
which governs the type and amount of protection from each effect 
which is required to provide the desired level of overall protection. The 
effects for which this interrelation is particularly significant are blast 
and prompt nuclear radiation. Protection from each of these effects 
must be balanced since no real protection is afforded by revetting an 
open fox hole їп which the occupants will receive 5,000 to 10,000 rem 
of prompt nuclear radiation before failure of unrevetted foxhole walls 
would occur, The occupant will become a casualty whether the foxhole 
is revetted or not. Likewise, no real protection is afforded by providing 
an extremely low transmission factor for an emplacement or shelter 
which is not built to withstand the level of blast over pressure which 
would accompany the intensities of radiation capable of being with- 
stood. The ideal emplacement or shelter is one which provides com- 
parable degrees of protection for its occupants against the effects of 
blast and initial nuclear radiation at the ranges at which casualties 
would occur to personnel inside it. This balanced protection cannot 
be achieved precisely because changes in weapon yield and type result 
in changes in the relationship between the casualty radius from nuclear 
radiation and from blast effects. As a general rule, protection from 
prompt radiation is more important in low air bursts of small yield 
weapons and protection from blast is more important in high yield 
weapons. 


20. Comparison of Protection Required From the Effects of 
Nuclear, Conventional, Chemical, and Biological Weapons 
There are similarities between the protection which is required from 
each of these types of weapons. These similaritics aid greatly in the 
employment of a single emplacement or shelter to provide balanced 
protection. 

a. Protection is provided from the blast effect of nuclear weapons 
by the use of defilade or by the use of low streamlined silhouettes and 
strong construction. This includes protection from damage to individual 
fortifications from tree blowdown. These same measures are used to 
provide protection from direct fire artillery and small arms weapons and 
from low level aircraft strafing and rocket attacks. With respect to 
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type of construction, protection from the blast effect of a nuclear 
weapon requires strength, mass, and streamlining. Protection from 
direct fire weapons requires both strength and considerable thickness 
of relatively impenetrable materials. The requirements for protection 
from both the blast effect of a nuclear explosion and conventional 
direct fire must be considered in employing an above ground emplace- 
ment or shelter. The blast effect of the nuclear weapon generally governs 
the structural strength and shape; and the penetration by direct fire 
weapons governs the thickness and composition of protective shielding. 

b. The requirements for protection from nuclear radiation are similar 
to requirements for protection from fragments from indirect fire artillery 
and bombs, as well as some types of air delivered weapons. Basically, 
both require a minimum diameter, maximum depth and excavation 
in defilade, and overhead cover with a minimum of aperture or en- 
trance area, and baffles in entranceways wherever possible. Generally, 
protection from conventional weapons will establish a requirement for 
minimum desirable thickness of cover. Protection from nuclear radia- 
tion will, in most cases, govern the required thickness above this. 
Depending on materials available and assuming good construction, 
about 12 to 24 inches of overhead cover will normally protect from 
shell fragments. Eighteen inches of earth over half a foxhole will re- 
duce the total gamma radiation dose from a low air burst to about 
0.7 of its value on an open foxhole. This decreases the distance from 
ground zero at which the occupant of the foxhole would be safe by about 
100 yards. Changing the thickness of the half cover to 12 or 24 inches 
of a cover would not change this distance appreciably. Thus thickness 
of partial overhead cover should normally be based on protection from 
conventional weapons. When full cover is used, however, and there is 
little or no line of sight access of radiation into the shelter, radiation 
attenuation outweighs conventional weapons effects in governing the 
thickness of earth cover. In such a case for example, a change from 12 to 
24 inches of carth cover can be expected to reduce by more than half the 
initial nuclear radiation dose received by the occupant. 

с. A fortification providing good protection initial radiation will 
usually provide excellent protection from fallout radiation if steps are 
taken to exclude the fallout particles. 

d. Fortification charactcristics required for the exclusion of chemical 
agents (casualty gases and flame) and biological agents will also ex- 
clude fallout particles. 
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CHAPTER 4 


PROTECTION OF CREW SERVED WEAPONS, СОМВАТ 
EQUIPMENT, AND MATERIEL 


21. General 


'This chapter covers the fundamentals of protecting both infantry 
and artillery crew served weapons (excluding missiles) and the combat 
equipment and materiel normally found in the combat zone. 


22. Protection Required 


In considering the protection of personnel, definite radiation levels, 
blast pressures, or conventional weapon effects could be taken as 
criteria since all personnel would be affected similarly under given 
conditions. However, when considering the requirements for protecting 
weapons, equipment and materiel, each effect of conventional and 
nuclear weapons must be considered with respect to the type of weapon, 
equipment and materiel to be protected. 


а. Protection From Conventional Weapons Effects. Most weapons, 
equipment, and material are vulnerable to three conventional weapons 
effects—the blast of a direct hit, or very near miss, of shells and bombs; 
eutting and tearing by projeetiles or bomb and shell fragments; and 
burning by incendiaries. Emplacements generally provide good protec- 
tion against these effects. Especially sensitive materiel may require 
greater protection from blast and shock than that given to personnel. 
Weapons and equipment are susceptible to damage by fragments in 
varying degrees depending on the extent to which the item is armored. 
The effort required to construct overhead cover for supply and equip- 
ment trenches is usually not justified by the added protection value it 
affords. Incendiaries will destroy or damage nearly all materiel. Some 
materiel, such as food, water, and medicine ean be contaminated by 
gas if not sealed in airtight containers. 

b. Protection From Nuclear Weapons. 

(1) Protection from blast. Blast can cause damage by the crush- 
ing effects of high overpressure, by causing exposed objects 
to be translated as a result of drag loading or by striking 
material with blast driven debris. Against materiel, as against 
personnel, the effects of drag are usually much more significant 
than overpressure itself. Whenever possible, weapons, equip- 
ment and materiel should be placed so as to reduce or eliminate 
drag. Normally, this requires placing them below the ground 
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surface, which gives some proteetion from flying debris or 
falling trees. Certain materiel sueh as fragile supplies and 
airtight containers are vulnerable not only to drag but to over- 
pressure as well. For these items pressure resistant shelters 
will provide some protection. < 

(2) Protection from nuclear radiation. With two exceptions, 
nuclear radiation causes no damage to materiel. The minor 
exception is food and medicine, which are not harmed by high 
radiation doses, but in which the color and taste may change. 
The major exception is electronic equipment, particularly 
transistorized components, which can be permanently damaged 
by neutron radiation. If it is necessary to protect materiel 
from initial radiation, it should be shielded in the same manner 
as personnel. Residual radiation сап render supplies ага 
equipment unsafe to handle until they are decontaminated. 
Protection from fallout may be provided by placing a cover 
such as a tarpaulin over the materiel. When the cover is re- 
moved carefully, most of the fallout particles will be removed 
with it. 

(3) Protection from thermal radiation. Thermal radiation affects 
anything that will burn. Any flame resistant cover will pro- 
vide protection depending on the intensity of the heat. А few 
inches of earth provides excellent protection. Thermal energy 
levels required to ignite various materials in the open are 
listed in DA Pam 39-3. 
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CHAPTER 5 
PROTECTION OF UNITS 


23. Protection By the Use of Mobility 


Mobility is an operational means of protection from the effects of 
nuclear weapons. It permits a unit to locate at an area other than one 
subject to attack. Mobility does not reduce the necessity for physical 
protection, though it does tend to govern its nature and type. Physical 
protection should be developed to facilitate mobility. Frequent move- 
ment limits a unit to those levels of field protection most rapidly 
attainable with the least logistic effort. A less mobile unit uses more 
substantial fortifications in fewer locations. The total amount of effort 
required to achieve both kinds of protection may well be the same. 
The following general factors, described in a through f below, affect 
the use of mobility and in doing so, directly affect the levels of pro- 
tection available to a unit. 

а. The Effect of the Units Mission on the Protection Afforded by 
Mobility. The first step in analyzing the requirements for protection 
of a unit is to consider its mission. In both offensive and defensive 
operations the requirements of its mission may prevent a unit from 
using mobility as a means of protection. When the mobility of a unit 
is restricted by its mission, use of maximum possible dispersion and 
physieal protection must be emphasized to the maximum extent com- 
patible with the mission. Capability for protection and the manner 
in whieh emplacement and shelters are integrated with the require- 
ments of mobility are directly related to the type of unit and its mission. 

b. Capability for Movement. А primary consideration with respect 
to use of mobility as a means of unit protection is the mechanieal 
ability of the unit to move and keep moving. This eonsideration applies 
in offensive as well as defensive operations. 

(1) Ability to move. This depends on the unit' ability to main- 
tain and fuel its means of transportation. How fast the unit 
can move, with what degree of concealment or effective 
camouflage it can move, and its limitations in respect to where 
it can move, are all factors in the degree of protection afforded 
the unit by mobility. 

Ability to keep moving. This is the unit’s capability for over- 
coming obstacles to movement: tree blowdown, mass destruc- 
tion of built-up area, widespread mass fires, large radioactive 
eraters created by nuclear weapons, and areas of intense fall- 
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out are obstaeles to movement. In addition to the created 
obstacles, the natural conditions of the geographic area have 
a major governing effect on mobility. These limitations affect 
foot soldiers, ground vehicles, and aireraft. If a unit is not 
able to move or keep moving, shelter must be provided for 
those not protected by the means of transport, and for the 
means of transport itself. The extent to which the mobility 
is limited influences the types and levels of protection required. 


c. Integration of the Protection Afforded by Mobility With That 
Afforded by Physical Protection. High mobility is an essential charac- 
teristic for units involved in nuclear warfare. In itself, however, it 
does not always serve as а means of protection. А unit in place and 
well camouflaged is much less likely to be observed (and consequently 
attacked by nuclear weapons) than a unit which is moving. А moving 
unit has no physical protection from the effects of nuclear weapons 
other than its organic vehicles. For small units and those which do not 
appear to constitute a profitable nuclear target, their mobility may 
allow them to escape observation and subsequent attack. For other 
units, mobility offers no inherent protection unless the unit can escape 
enemy observation except for periods too short to allow accurate 
delivery of nuclear weapons. А unit in place сап dig in and greatly 
reduce its possible casualties from a nuclear weapons attack. Even 
with the limited time available on offensive operations, significant in- 
creases in protection can be obtained by digging in. On the other hand, 
& unit which has been observed in an area and determined to be a 
profitable target for nuclear attack can, by moving out of the area 
(if such movement ean be aecomplished prior to the attack and is 
undetected) completely escape the effects of the enemy nuclear 
attack. Те selection of the best course of action in a given situation, 
1.е., movement or digging, is а command decision which depends, among 
other things, upon the observation capabilities of the enemy, the size, 
type, location and mission of the unit, the enemy reaction time, the 
availability of a suitable area for relocating the unit, and the capabili- 
ties of the enemy for employing nuclear weapons. In warfare when 
nuclear plenty exists, the enemy may be able to saturate on short notice 
an entire area in which he has detected significant movement. In such 
& situation, the development of a high degree of physical protection 
will normally provide а maximum reduction in casualties from enemy 
nuclear attack. 


d. Effect of Available Area on Mobility. For the same level of pro- 
tection from a given nuclear weapon, a well dug in unit can gain 
physical protection using only 1⁄4 to 1⁄ the area required if it were 
merely dispersed in the open. This is quite important in offensive 
operations where it is necessary to use enough troops to create a pre- 
ponderance of force. Wherever such troops cannot continue moving 
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either as а result of the dietates of the mission or oÍ enemy action, they 
must place a high priority on attainment of maximum possible physical 
proteetion. To derive added protection from а move, a unit requires 
а suitable area in which to move. This new area must be one which 
permits the unit to accomplish its mission. It should not be one just 
vacated by another unit. If units continually exchange positions they 
merely invite attack, since it makes little difference to the enemy which 
one of the units occupying a position over a period of time is destroyed. 
Time spent on movement which merely exchanges unit positions, is 
better spent in improving the physieal protection in each area with 
movement deferred until it is actually required for the mission. Con- 
sidering the degree of dispersion which is essential in modern warfare, 
suitable areas to which a unit may move will usually be at a premium, 
except in extended advances. As a result, the use of fortifications which 
reduce the area required by a unit for adequate dispersion increase the 
opportunities for movement. 

e. Type of Unit and the Individual Protection Organically Available, 
The type of unit and the protection organically available to the unit 
without the use of emplacements or shelters usually determines the 
degree to which the unit will use emplacement and shelters in con- 
junction with mobility. A reconnaissance unit which moves rapidly 
in small increments and does not appear to be a profitable nuclear 
target can move with relative safety but needs physical protection 
when tactical or logistical requirements require a halt. On the other 
hand, an armored unit is generally safer in medium tanks than in 
open foxholes. Infantry in armored personnel carriers are safer than 
in prone shelters. Such units do not normally require emplacements 
and shelters for their personnel assigned to tanks or armored carriers 
unless they, for tactical or logistical reasons, are going to remain in 
one place for a period of time sufficient to permit developments of 
emplacements and shelters affording considerably more protection than 
the vehicles themselves. Personnel of the unit who do not have the 
protection afforded by the vehieles should develop other protection as 
rapidly as possible to a degree matching that available for the rest of 
the unit. Many units have supporting units which must be well pro- 
tected if the supported unit is to remain effective. Most combat sup- 
port and service units have little organic physical protection and for 
this must rely almost exclusively on digging in regardless of the type 
of operation being supported. 

f. The Logistical Situation and Its Effect on Mobility. Logistical 
situations limit the protection afforded a unit by mobility. Units which 
are capable of providing protection for themselves by mobility and 
which in fact can base their means of protection on their ability to 
move are still limited because of their dependence on logistics systems 
which must remain relatively immobile. 
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24. Protection Бу the Use of Dispersion 


a. General. Dispersion is a primary means of increasing protection 
of units from the effects of nuclear weapons. In effect, doubling the 
size of the area occupied by a unit will reduce by half the number 
of casualties the unit will receive from a given nuclear burst, if the 
original area occupied by the unit is at least as large as the area over 
which the casualty producing effects from the burst extend. This in- 
crease in protection is comparable to that provided by providing an 
unprotected unit, in place, with fortifications having an average 
Fortification Protection Factor of 50 (арр. II). The amount of dis- 
persion used depends upon the size and capabilities of a unit, its 
mission, the available area and its characteristics, enemy capabilities, 
and the ability of the unit to dig itself in. Fortifications, properly 
employed, can be used in lieu of or to supplement dispersion. Such 
employment of fortifications can be particularly important for those 
units, which after considering the factors listed above, cannot dis- 
perse sufficiently to obtain adequate protection. Conversely, the proper 
use of dispersion can greatly reduce the requirements for unduly high 
levels of protection using field fortifications. 


b. Superimposition. In many situations there will be areas in which 
there is not sufficient space, even with the use of field fortifications, 
for units to disperse satisfactorily, each in its own area, without 
attempting to attain unduly high levels of physieal protection. A method 
of compensating for this shortage of space is the use of the technique 
of superimposition. In applying this technique, unlike subunits are 
stationed close together and like subunits are well separated. By this 
means a command ean insure that a given nuclear attack cannot en- 
tirely eliminate a specific capability of the command. For example, 
in one area there eould be an engineer construction company, an 
ordnanee company, а field artillery service battery, and a signal con- 
struetion company. In an adjacent area, with units of similar types 
sufficiently distant from each other so that one nuclear weapon could 
not destroy two units of the same type, there could be another engineer 
topo company, another field artillery service battery, and a military 
police company. Losses would then be balanced, with less serious over- 
all effect. This superimposition eliminates the necessity for excessively 
high levels of protection demanding high troop and logistieal effort. 
This same technique may be applied to the superimposition of larger 
units. There із, however, this important limitation on the use of super- 
imposition. А unit of а type having a high probability of attracting 
a nuclear attack or dummy or decoy units designed to attract fire should 
not be placed in the vicinity of other units. 


25. Balancing Means of Protection 
In order to obtain maximum protection for a minimum of troop and 
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logistic effort expended on physical protection, it is necessary to achieve 
a balance between physical protection, dispersion and mobility. To 
be able to use mobility effectively for protection of appropriate units, 
suitable unoccupied areas must be available into which these units 
can move. To accomplish an assigned mission a certain troop strength 
must be put in an area. The troop capacity of the available area can 
be expanded without increased risk of loss to nuclear attack by the 
proper use of field fortifications. The degree to which the available 
area can be expanded is in general inversely proportional to the overall 
Fortification Protection Factor of the fortifications or other means 
used. Where the combination of dispersion and a reasonable degree of 
physical protection does not result in the required degree of protection 
in the available area, superimposition, as described in paragraph 246, 
can be used to insure that no essential capability of the command is 
subjected to unacceptable losses from a given attack, although the 
total loss to the command may exceed normally acceptable limits. 


26. Organization of the Ground 


a. The defense is built around a series of organized and occupied 
tactical positions which are selected for their natural defensive strength, 
their contribution to the unit’s mission, and for the degree of observa- 
tion available. Unit-construction field fortifications, adapted to the fire 
plan for organic and supporting weapons, are used to strengthen these 
positions. The plans for these fortifications not only must provide for 
the desired degree of protection but also for bringing the enemy under 
the maximum volume of effective fire аз early as possible. In almost all 
situations, plans are based on progressive construction, proceeding from 
open to covered emplacements and shelters, then on to the ultimate 
protection which it is reasonable to provide in the given circumstances. 
As soon as а unit moves into position anywhere in a theater of opera- 
tions, it must at least provide itself the minimum protection against 
the effects of nuclear weapons, since it must always be assumed that 
the enemy possesses the capability of employing nuclear weapons. 

b. In the offense, movement is continued until enemy action or over- 
extension of our own capabilities forces a halt. At such times a unit 
is particularly vulnerable to enemy counterattack action and the unit 
should acquire the maximum possible protection as rapidly as it can. 
In gaining such protection however, it must be careful that it does not 
compromise capabilities for future movement. 
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CHAPTER 6 


PROTECTION ОР ADMINISTRATIVE SUPPORT 
INSTALLATIONS 


27. General 


Administrative support installations represent a major protection 
problem. Administrative support installations include facilities such 
as depots, maintenance centers, hospitals, and replacement centers. 
To provide these installations with a high level of protection by means 
of emplacement and shelter construction alone is prohibitively expensive 
except under very special circumstances. Other means must be used 
which reduce the fortification and shelter effort to within reasonable 
limits. Dispersal reduces vulnerability considerably. Effective dispersal 
of unprotected installations, however, introduces major problems: 
efficiency, security, and control capabilities are greatly reduced. Engi- 
neer effort may still be prohibitive because of the extended road (and 
to the rear, rail) nets required, and because of the demand to build 
in the dispersal areas additional facilities considered essential by the 
various technieal services. The total area required to provide adequate 
protection through dispersal alone ean be prohibitive. This chapter 
is devoted to means which can be taken to provide maximum possible 
protection of administrative support installations without introducing 
excessive requirements for emplacement and shelter construction effort, 
and without requiring excessive dispersal. 


a. Protection Objective. "The basic objective of protection for an 
administrative support installation is to insure a continued capability 
to accomplish its assigned mission after a nuclear attack. This requires 
preservation of personnel essential to accomplishment of the mission 
and preservation of essential stored aud operating supplies and equip- 
ment. 


b. Factors Involved. There are many factors involved in providing 
installation protection. Some of them affect the levels of fortifications 
required more directly than others. This manual discusses in detail 
only those considerations arising from those factors which directly 
affect field fortification design and the engineer effort (by engineer 
or nonengineer units) required to provide adequate protection. 

(1) The factors involved are— 
(a) The proportion of a given type of supply or activity which 
a command can afford to lose to one nuclear weapon. This 
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involves stockage and reserve levels, resupply capabilities, 
and other similar considerations. 

(b) The maximum size of weapon which the enemy can deliver 
upon the administrative support installations of a command. 

(c) The number of separate locations for installations which 
can be utilized considering available area, facilities, and 
transportation network, operating efficiency of installations, 
local security problems, and other types of units in the area. 

(d) The size of the total area over which a given installation 
can operate adequately, and the amount of this total area 
which must be physically occupied. 

(2) From these general factors are drawn the following specific 
requirements for each installation affecting field fortifications 
design. | 

(а) The proportion of the supplies or activities in а specific in- 
stallation which is the maximum which one nuclear burst 
сап be permitted to destroy. 

The distance whieh must be maintained between those 

portions of the installation which are not to be destroyed 

by a single nuclear burst for different levels of field fortifica- 
tions construction. 

(c) The total area through which the installation can be dis- 
persed, the amount of this area which must be physically 
occupied, and the facilities within the area which must be 
utilized. 


(b 
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c. Protective Layout of Installations. To provide maximum pro- 
tection with minimum effort, utilizing the factors just described, the 
layout of an installation must be planned in conjunction with the 
fortifications and shelters designed to provide the desired level of pro- 
tection. Layouts can be planned for any specific size of nuclear weapon, 
degree of physical protection, and existing available area so as to provide 
that a given proportion of any type of supply facilities, or personnel 
will survive the burst of one nuclear weapon. This layout may often 
bear a resemblance to or be coordinated with the superimposition of 
units discussed in paragraph 30e. In considering the layout of installa- 
tions, four different types of installations will be considered. 


(1) Undispersed. These are installations which are small enough 
or of a nature such that dispersal of the components of the 
installation into subinstallation areas is not desirable, even 
though it is recognized that the entire installation may be 
lost to one nuclear weapon. 

(2) Linearly Dispersed. These are installations which are of a 
nature facilitating linear layout and which contain supplies or 
facilities which the command cannot afford to lose in their 
entirety to one nuclear burst. Linearly dispersed installations 
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are long narrow installations, (usually along road nets) which 
can be long enough that the combination oí layout and physical 
protection will permit one or more portions oí the installation 
to remain intaet when a nuclear weapon destroys some other 
portion oÍ the installation. 

Point dispersed. These are installations which can operate 
in more than one local area in the same vicinity, which contain 
supplies or facilities which the command cannot afford to lose 
in their entirety to one nuclear burst, and which have small 
operating area requirements. Such an installation consists of 
two or more small subinstallations at points separated from 
each other by distances dictated by the considerations dis- 
cussed in paragraph 30. 

Area dispersed. These are installations or groups of instal- 
lations which can operate in more than one local area in the 
same vicinity, which contain supplies or facilities which the 
command cannot afford to lose in their entirety to one nuclear 
burst, and which have fairly large operating area require- 
ments. Such an installation consists of two or more sub- 
installations in areas separated from each other by distances 
dictated by the considerations discussed in paragraph 31. 


(3 
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28. Undispersed Installations 

The primary requirement for protection of an undispersed installation 
as described in paragraph 27c(1) is protection from fallout, except 
when the protection is intended to be of such a high level as to permit 
a significant probability that an cnemy nuclear weapon aimed at the 
installation will miss far enough due to normal delivery error to leave 
the installation intact. 

a. Protection Against Fallout. The essential requirement for pro- 
tection against fallout is protection of personnel, but steps should be 
taken to facilitate ready decontamination of supplies and equipment, 
when radiation levels have decreased sufficiently to allow this. Per- 
sonnel may be protected by field fortifications of the type listed in 
this manual, or by more elaborate structures, requiring greater engineer 
effort, as covered in engineer technical manuals. Normally, available 
time, supplies, and engineer effort will dictate use of field fortifications 
described in this manual. The fallout transmission factors with each 
fortification provide information on fallout protection. If shelter is 
desired, from within which operations may be continued while radia- 
tion intensities remain high, special design and engineer effort will 
normally be required. Such shelters are not included in this manual. 

b. High Levels of Protection, For certain critical installations, 
especially those prepared prior to a war, a very high level of protection 
may be desired, so that these installations will provide a chance of 
survival from a large nuclear burst. Such shelters often involve use 
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survival from a large nuclear burst. Such shelters often involve use 
of existing deep underground eavities. They cannot normally be con- 
structed using unit effort and are not included in this manual. 


29. Linearly Dispersed Installations 

a. General. One of the best ways to provide administrative support 
installations with protection from nuclear attaeks 1s to lay out the 
installations generally in а straight line, paralleling а road system if 
possible. This layout is particularly useful for installations such as 
conventional ammunition supply points and depots. However, this dis- 
position is not satisfactory for some administrative support installations 
because of resulting difficulties in installation operations and in providing 
security. 

b. Coordination of Layout and Physical Protection. One of the 
characteristics of linearly dispersed installations as described in para- 
graph 27c(2) is that a specified proportion of the installation must 
survive an attack by a single nuclear weapon of a given size. For 
completely unprotected personnel and materiel subject to attack by 
weapons of megaton yield, the distances required between portions of 
an installation to insure that no more than one portion will be destroyed 
by one nuclear weapon are often prohibitive. Proper use of field 
fortifications can greatly reduce these distances. In addition, location 
of existing facilities may govern the location of portions of the in- 
stallation, preventing the use of arbitrary separation distances. In 
laying out a linear installation, the level of shelter provided can be 
varied with the distance between like components of the installation to 
insure that one of these components will survive a nuclear burst of given 
size; or the reverse process can be followed in which the distance 
between like components of the installation can be varied according to 
the shelter provided to insure the survival of one component of the 
installation from an attack by the given size nuclear burst. The inter- 
relationship of the shelter and separation distance is illustrated in 
appendix III. In this appendix a linearly dispersed installation is 
described in which 24 of the materiel and personnel are to survive 
a one megaton burst, Without any shelters or fortifications the in- 
stallation must be 17 miles long to fulfill the requirements. Using fairly 
simple personnel shelters it can be reduced to 10 miles long. Using 
better personnel shelters and open trenches to protect materiel, it can 
Бе. reduced to 8 miles long, and still provide for 24 survival from a 
one megaton burst. 

c. Fallout Protection. Normally, shelters provided for protection of 
personnel from initial effects will provide adequate fallout protection. 
The discussion in paragraph 28a on fallout protection for undispersed 
installation applies here also. 

d. Camouflage. Certain characteristics of a linear installation facili- 
tate its camouflage. If the installation is disposed along a large and 
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active road net, normal activity on the road will detract from the 
activity of the installation, so far as revealing the position and the 
nature of Ше installation is concerned. 


30. Point Dispersed Installations 

a. General. An alternative to the linear installation layout is dis- 
persion of subinstallations about a central point. For small instal- 
lations, this takes the form of dispersal of points at a few chosen 
locations. The advantage of such dispersion is that all the dispersed 
subinstallations can use common facilities at the center. 

b. Coordination of Layout and Physical Protection. 

(1) For layout of a small installation in several dispersed points, 
there should be chosen, based on enemy capabilities, a size of 
weapon from which a definite proportion of supplies and per- 
sonnel must be protected. The critical effect radius of this 
design weapon is matched against the critical item to be pro- 
tected, and the points are dispersed so that an adequate dis- 
tance will separate cach point from the next. The effect of 
field fortifications in reducing this distance, and the cor- 
responding effort involved for various levels of protection can 
be calculated as shown in appendix Ш. 

(2) Assuming an installation dispersed in what is essentially a 
three point pattern, а design weapon 200 KT and à maximum 
allowable loss of one-third of the total installation, each point 
should be 4 miles from the next if the personnel are unpro- 
tected. If the personnel are protected by simple field fortifica- 
tions to а level corresponding to the blast resistance of the 
supplies, this distance may be reduced to 2.5 miles. If both 
the personnel and supplies are protected by covered shelters 
and supply trenches, so that blast resistance up to 25 psi can 
be expected, and so that the personnel in their shelters have 
radiation proteetion eomparable to 25 psi blast resistance, the 
distance can be further reduced to 1.9 miles. 

c. Fallout Protection. Normally shelters providing protection for 
personnel from initial effeets will provide adequate fallout, protection. 
Refer to paragraph 31a which applies to any administrative support 
installation. 

d. Camouflage. The small area physically occupied by the few 
points comprising the point dispersed installation makes the problem 
of camouflage relatively simple. The points may be shifted to the most 
casily camouflaged sites, as long as the required minimum distance 
between points is Maintained and the sites selected will allow efficient 
operation. 

е. Superimposition. The point dispersed installation, because of the 
relatively small area physically occupied, is readily adaptable to hav- 
ing other units superimposed upon its overall area. This facilitates 
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security but adds to the problem of camouflage of the entire area. 
The area as а whole will become a more lucrative nuclear target as 
more units are added to it, but if each unit properly disposes itself 
and digs in appropriately, no one unit capable of dispersion should be 
rendered ineffective by one nuclear burst, 


31. Area Dispersed Installations 

a. General. When an installation has so many components, or must 
physieally occupy so large an area that these components cannot be 
efficiently dispersed either linearly or as a separated group of points, the 
various components may be grouped as subinstallations located in a 
wide band about a central point. Such a pattern is more suitable for 
a rear area complex whose parts utilize common facilities than it is 
for smaller combat area installations which do not physically occupy 
a large area. The band of subinstallations resembles а “doughnut” 
whose inner area is large enough to include the damaging effects of a 
specified size weapon. The outer radius is sufficiently larger than the 
inner radius to provide operating space for the component units of the 
installation. The use of trenches, shelters and emplacements can re- 
duce both the inner radius and the outer radius, and by thus decreasing 
the overall area сап improve intrainstallation coordination. 

b. Layout. 

(1) The aetivities of the installation should be dispersed throughout 

the operating zone, so that the center of each subinstallation 
may be separated sufficiently from the next to insure survival 
of the required proportion of the total installation aíter a 
burst of a specified weapon on the worst possible spot. Like 
activities must be separated by a distance equal to twice the 
radius of the critical effect. Activities which are most vul- 
nerable should be placed at the outer edge of the operating 
zone. 
The central area of the “doughnut” may be used to facilitate 
intrainstallation coordination over its road network, to store 
surplus or salvage items, and for the loeation of those activities 
whose survival is less essential, or which have a particularly 
low vulnerability to weapons effects. 

(3) Sinee like activities must be separated if possible, it follows 

that each subinstallation will contain a variety of activities. 
Thus а maintenance company may be divided into three 
widely separated platoons, if it is capable of operating when 
so divided. The accompanying loss in efficiency must be 
weighed against the protection gained by dispersal. 

c. Physical Protection. In such an installation, the various supplies 
and equipment and the personnel will be affected differently by different 
levels of weapons effects. Field fortifications should be designed to 
bring the more vulnerable items up to the level of hardness of the 
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more resistant items. Critical items should receive priority for protec- 
ton. The extent to which an activity can be hardened by shelters 
and emplacements will directly affect where the activity should be 
placed in the installation. Digging in an activity which requires a large 
operating area may require considerable effort and reduce the operat- 
ing efficiency, but this digging іп will allow a decrease in distance be- 
tween components, which may offset the loss in efficieney. Since a rear 
area installation will normally stay in place for а comparatively long 
time, the planned layout should inelude the use of field fortifications 
throughout the installation. The effect of combining dispersion and 
digging in 1s shown in the example in d below. 

d. Example of an Area Dispersed Installation. Assume а weapon 
of 5 megaton yleld as the weapon from which three-fourths of a total 
installation must survive, and activities in the installation which range 
in resistance from that offered by shelters and equipment trenches (25 
psi) to that offered by foxholes and supplies in the open (15 psi). Such 
an installation, divided into four large subinstallations, may be safely 
placed in à band whose inner diameter is no less than 10,800 meters 
and whose outer diameter is 16,500 meters. The activities closest to 
the center are those least vulnerable or most expendable. If the per- 
sonnel were mostly in the open, the inner diameter would be about 26,000 
meters. The outer diameter would have to be 30,000 meters to insure 
that а burst between two subinstallations will not destroy the greater 
part of both. The advantage gained by use of relatively light field 
fortifications is obvious. Refer to appendix III for detailed caleula- 
tions. 

e. Fallout. Ап area dispersed installation is large enough so that 
protection from fallout ean depend on location of the various activi- 
ties within the whole installation. The direction of the prevailing winds 
can be determined, and if a nuclear burst is most probable in the center 
of the installation, those activities which would be most impeded by 
fallout should be placed upwind of the center. The shelters shown in 
this manual will provide adequate protection from fallout. 

f. Camouflage. The large amount of area physically occupied by 
some logistic installations makes camouflage difficult. On the other 
hand, the large amount of area available in the operating band of an 
area dispersed installation may offer considerable opportunity for se- 
lecting individual areas which possess considerable camouflage potential. 
In selecting such areas, the possibilities of tree blowdown and fires must 
be kept in mind. 

g. Superimposition. Superimposition of activities and units is a pre- 
requisite for an area dispersed installation. Each subinstallation con- 
tains a variety of dissimilar units which share common facilities and 
security. Without superimposition, the requirements for area would һе 
impossible to fulfill. 
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PART THREE 
MEANS OF PROVIDING PROTECTION 


CHAPTER 7 
GENERAL 


Section |. MATERIALS AND METHODS 
32. Materials 


а. Natural. Full use is made of all available natural materials such 
as trees, logs, and brush in the construction of emplacements and 
shelters. In many types of terrain an area will contain sufficient natural 
materials to meet the requirements for revetted emplacements and those 
with light cover. Snow and 1се may be used in the construction of em- 
placements and shelters in arctie areas. 

b. Prepared. 

(1) Standard construction material such as dimensioned lumber, 
corrugated metal, sandbags, spikes, burlap, and woven wire 
are engineer class IV items of issue and are available at engi- 
neer supply points. 

(2) Captured enemy supplies, locally procured material, and de- 
molished buildings may furnish good sources of expedient 
construction materials. 


33. Excavation 


a. Use of Hand Tools. The individual soldier may be equipped with 
intrenching tools, pickmattocks, shovels, intrenching axes or machetes. 
The relative value of each tool depends on the soil and terrain en- 
countered. In arctic areas, a larger quantity of intrenching axes are 
required to aid in the preparation of emplacements in frozen ground. 
The infantry division battle group is authorized as part of its organiza- 
tional equipment, an Intrenching Outfit, Infantry, consisting of 250 
round pointed D-handled shovels, 125 pickmattocks, 500 sandbags, 200 
pounds of nails and a supply of saws, axes, wire cutters and other hand 
tools. The man hours required to excavate the standard emplacements 
described in chapter 8 are shown in table У. 

b, Use of Equipment. The relatively narrow cuts with steep or nearly 
vertical sides required for most emplacenients or shelters can be accom- 
plished more accurately by hand. However, ditching machines, back- 
hoes, and excavators are highly desirable for most applications because 
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of their speed in digging. Bulldozers and scrapers may be used for 
larger excavations. Often these machines cannot dig out the exact 
shape desired or must dig out more earth than 13 required. Аз а result, 
hand labor and additional revetment material are usually needed to 
finish up the excavation when machines are used. The use of construc- 
tion machinery results in the creation of distinctive scars on the terrain 
and inereases the effort required for effective camouflage. 


с. Use of Explosives. Explosives may be necessary for excavation 
in rocky or frozen ground and may be desirable to aid hand labor in 
any type of ground. Personnel using explosives must be properly 
trained and qualified. The possible undesirability of noise must be con- 
sidered in planning the use of explosives. 


34. Connections and. Framing 


а. Connections. Wood connections are made by nailing, spiking, or 
bolting or by the use of driftpins. Expedient connections are made with 
wire or rope lashing or pipe dowels or by notching. Їп connections 
which depend upon direct bearing, wire lashings or similar fastenings 
are added wherever they will improve the initial strength and rigidity 
of the structure. Where a fastener must resist relative movement of 
the parts in contact, driftpins or scabs are used. When driftpins or 
bolts are used, holes should be drilled in the wood members to prevent 
splitting. 

b. Framing. Frames to support overhead cover for emplacements 
and for shelter structures are usually constructed using post-cap- 
stringer type construction or post-cap and laminated roof construction. 
This type of construction is illustrated in figure 2. Structures framed 
using this type of construction require less materials than built-up 
structures using notched logs or dimensioned timber. The post-cap 
structure lends itsclf to prefabrication and has been used as the basis 
for the standard structures presented in chapters 8 and 9. Either logs 
or dimensioned timber can be used in this type of construction. In most 
of the joints used in this type of work there is direct compressive con- 
tact between the ends and sides of wooden members, and the strength 
of the joint does not entirely depend upon nails or driftpins except 
when the resultant load is directed upward by the buildup of pressure 
inside the shelters. Joints which are properly fitted and tightly 
assembled result in a structure which is stronger than one with poorly 
fitted joints in which the wood fibers are crushed at the few points of 
contact and the remainder of the bearing area serves no useful purpose. 
If logs are used as shown in figure 3, and the ends of log stringers rest 
on а log сар, the bottom of the stringer ends are flattened to fit the flat- 
tened top surface of the cap. This is done to increase the bearing area 
between the cap and stringer. The depth of the cut on stringers and 
caps should not exceed 1/6 of the diameter of the stringer or cap logs. 
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Figure 2. Posi-cap-stringer construction using dimensioned timber. 


When log eaps are used, the portions of the cap which rest on the posts 
are flattened as shown in 1, figure 4 in order to provide a level bearing 
area апа to reduce the possibility of splitting the post due to the con- 
centrated load. As іп the case of the stringer ends the amount removed 


36 ТАСО 10025—B, Sept. 1959 


STRINGERS 


САР. Z / 7 


| b 
| “Я SILLS 
SS БЕРТА 
2 


Figure 8. Post-cap-strimger construction using logs. 





should not exceed % of the diameter of the сар log. When it is not 
possible to flatten the cap where it rests on a post the post itself should 
be wrapped with 6 to 10 turns of heavy iron wire as shown in 2, figure 4. 
Salvaged communications wire may be used as an expedient wrapping. 

c. Тай Construction, Walls used in emplacements or shelters may 
consist of sheathing (planks or corrugated metal) nailed over frames 
built as described in b above, or be built up using notched logs or dimen- 
sioned timber. 

(1) True notched log method. Walls may be constructed using 
logs or timbers notched as shown in 1, figure 5. This type of 
construction requires more material than post-cap-stringer con- 
struction and does not resist impact loads as well as post-cap- 
stringer construction. 

Modified notched log method. A more desirable method of 
wall construction using notched logs or timber is the modified 
notched log method shown in 2, figure 5, Either logs or 
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Figure 4. Use of log caps. 


dimensioned timbers may be used in this method. Such а wall 
resists inward pressure but does not resist outward pressure. 
For subsurface structures this method of wall construction has 
an important advantage in that the structure has square 
corners and does not require excavating recesses for the ends 
of logs or timbers projecting beyond the notches. 


(3 


— 


Precautions in notching. Notching requires accuracy in lay- 
out and workmanship. Cuts are made by sawing wherever 
practicable. Overcutting in either direction, either with or 
across the grain causes weak points which may result in partial 
splitting or complete failure of the member. Al! joints in 
notched logs or timber are connected with driftpins for in- 
creased lateral stability. 

d. Bracing. Frames may require bracing during or after crection. 
Standard methods of installing braces are shown in figure 6. The method 
illustrated in 1, figure 6 (external bracing) is usually used when timber 
frames are assembled above ground and lowered into place. Such 
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Figure 8. Notched шай construction. 


braces may be removed later if they present an obstruction provided 
sheathing or smaller internal bracing is used. This type of bracing has 
the advantage of preventing distortion in either direction. Its strength, 
however depends solely on the strength of the nailed or spiked joints 
and its method of installation does not permit the use of round logs. The 
methods of bracing illustrated in 2 and 3, figure 6 (internal bracing) 
are stronger because the entire end of the brace bears against the post 
or strut. These braces may be the full thickness of the post; single 
internal braces prevent distortion only in one direction. In a series of 
sidewall frames, the disadvantage can be compensated for by alternating 
the direction of the brace in adjacent frames as shown in 4, figure 6. 
In single frames two way internal bracing may be installed as shown 
in 5, figure 6, using braces Ус the thickness of the posts. This type of 
bracing prevents distortion in either direction. 
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Figure 6. Standard methods о} installing braces. 


35. Prefabrication 


a. Applicability. Items adapted to prefabrication include standard 
frames, standard sheathing, members for emplacements of post-cap 
construction and members for modular shelter sections. 

b. Organization and Procedure, For a prefabrication operation 
planning begins with a study of the work to be done and the means 
available. Detail drawings are developed to show the cuts to be made 
on each member and the finished dimensions. The dimensions include 
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Figure 7. Production line layout for prefabrication. 


permissible tolerances for log diameters or lumber dimensions. In de- 
veloping a production-line layout (fig. 7) for the prefabrication of 
assemblies, consideration is given to the following requirements: 

(1) The site should be located on a reasonably open area of uniform 
slope, in which logs will roll downhill on skids and timbers 
will slide on lubricated skids or in which materials handling 
equipment such as forklifts can efficiently operate. Truck 
routes are developed for incoming materials at the upper edge 
of such a layout and for outgoing assemblies at the lower edge. 

(2) For such products as notched log structures, the members of 
each assembly should be handled over adjacent parallel lines 
so that each set can be given a trial assembly at the end of 
the lines where the members are numbered and marked for 
later field assembly. For other products, such as standard 
frames and standard sheathing made of dimension lumber, 
this feature may be omitted. 
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(3) In each line, the first work station should include a layout team 
to mark the finished lengths and to indicate the faces on which 
fabricating cuts are to be made. All other stations are pro- 
vided with full-size templates, patterns, or metal dies for 
laying out the exact cuts to be made. 

(4) The crews and tools for each work station are estimated and 
tabulated, and trial runs are made over various lines until an 
effective operation is developed. For some assemblies, 1% may 
be more efficient to combine in one line the fabrication of sev- 
eral of the smaller parts of similar sizes. Such parts may be 
fabricated at different work stations in the line, or all stations 
may work alternately on different parts, stockpiling parts 
at the end of the line to fill the gaps in production. 
Ап inspection station is established at the end of each line or 
as а part of the work at trial assembly areas. Such stations 
stockpile parts for replacement purposes, and return rejected 
parts to the appropriate raw-material areas for further fab- 
rication. The inspection stations may make such minor cor- 
rections as may be practicable, if such corrections result in 
placing the parts in acceptable condition. 

(6) At the trial assembly areas, for the products for which such 
assembly is specified, each set of parts is assembled on a level 
foundation, and when satisfactory the set is disassembled and 
the parts are numbered to agree with a number layout which 
will accompany the prefabricated structure. 

c. Use of Standard Designs. Standard designs and bills of materials 
for timber structures suitable for use as emplacements and personnel 
shelters are given in chapters 8 and 9. Each part is numbered in the 
drawings in order to facilitate prefabrieation. These structures are 
designed to support overhead cover up to 4 feet thick. 
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Section ІІ. CONSTRUCTION OF OVERHEAD COVER IN 
FUNCTIONAL LAYERS 


36. General 


To provide adequate protection against both penetration and detona- 
tion of artillery shells and bombs, a structure would require overhead 
earth cover so thick as to be impracticable in fighting positions. By 
combining materials and employing them in layers in a logical sequence, 
the required protection is provided with less excavation and construction 
effort. А design of overhead cover in functional layers which protects 
against the penetration and explosion from a hit by а 155-тпі artillery 
round consists of а camouflage layer, a burster layer, а waterproof 
layer, a cushion layer, a dustproof layer, and a laminated roof with a 
total thickness of less than three feet. Figure 8 illustrates a shelter 
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Figure 8. Typical overhead cover constructed in functional layers. 


with overhead cover constructed in functional layers. The purpose of 
each layer and its construction are discussed in paragraphs 37 through 
39. 


37. Burster and Camovflage Layer 


The burster layer covers the entire shelter and extends beyond the 
shelter on all sides for а distance equal to the depth of the shelter floor 
beyond the original surface of the ground. The purpose of this layer 
is to cause detonation of the projectile or deformation of the projectile 
case before it can penetrate into the lower protective layers. The burster 
layer is made up of rocks placed by hand. Irregularly shaped rocks of 
6- to 8-inch size, placed in two layers with the joints broken, are more 
effective for the purpose than flat rocks. Logs at least 8 inches 
in diameter, wired together in а layer, may be used as a substitute 
material. This log layer is more difficult to install and much more dif- 
ficult to repair. The burster layer is covered with no more than 2 inches 
of untampered earth or sod, ав à camouflage layer. Greater thickness 
of camouflage material will tend to increase the explosive effect by 
introducing a tamping factor. 


38. Waterproofing and Dustproofing Layers 


These layers may be made up of tar paper with joints well lapped, or 
canvas or tarpaulins. 'The dustproof layer just above the roof support 
prevents dust and dirt from shaking down on weapons and personnel. 
The waterproof layer is designed to keep moisture from the cushion 


ТАСО 10025—B, Sept. 1959 43 


SSS —— 
ROOF BEAMS У, DEPTH OF CUT- (NEVER LESS THAN I-O") 







4 = ROUND 1065 
$ > IMBEDDED 
< Э У. DIAMETER 
N > 
S R 
Ñ ОФ 


t 


Ле) 


Figure 9. Support о} ouerhead couer оп earth banks. 


layer in order to retain the cushioning effect of the soft dry earth, and 
to minimize the dead load the strueture must earry. 


39. Cushion Layer 

The eushion layer is intended to absorb the shock of detonation or 
penetration. Untamped earth is the best material for the purpose and 
it should be at least one foot thick. Materials which do not compact, 
‘such as loose gravel, transmit excessive shock to the layer below and 
should not be used in the eushion layer. If the total thickness of cover 
shown in figure 18 is not thiek enough to give the desired attenuation 
of radiation, the required thickness should be obtained by thickening 
the cushion layer. š 


40. Support of Overhead Cover 


а. Overhead cover is normally supported on the roof of the structure 
and the resultant load is transmitted through the eaps and posts to the 
foundation on which the strueture rests. It may be necessary in some 
instances, to support a roof directly on the earth outside a revetted posi- 
tion. Where this must be done, the roof timber should not bear оп 
earth immediately outside the excavation because the load may cause 
an increase in the pressure on the wall to the point where the wall 
buckles or caves. Instead, the roof structure is carried on timber sills 
or foundation logs bedded uniformly in the surface at a safe distance 
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from the cut. This distance should be at least 14 the depth of the cut 
and in no case less than 1 foot to the nearest edge of the sill. Round 
logs used for this purpose are embedded to at least half their diameter 
to provide maximum bearing area of log to soil. The principles are 
illustrated in figure 9. 

b. (1) Table II below shows the thickness of laminated plank roof 
required to support various thieknesses of earth cover. The 
planks should extend from support to support in all layers, 
and adjoining edges should be staggered from one layer to the 
next. 

(2) Table III below shows the spacing of stringers required to 
support a one-ineh plank roof under various thickness of 
earth over various spans. Stringers are 2" X 4" unless other- 
wise indicated. 

(3) The data for tables II and III was determined using earth 
cover loading the roof at 150 1Ъ/#.2, а maximum bending stress 
of 2,100 Ib./in.*, and no allowance for impact loading. 


Table H. Thickness in Inches of Laminated Wood Required То Support Various 
Thicknesses of Earth Cover Over Various Spans 


Thickness Span width in feet 
of earth 
cover in 

feet 


1% 
2 
2% 
3 


3⁄4 
4 








'able ПТ. Center to Center Spacing, in Inches, of Wooden Stringers Required То 
Support а One-Inch Thick Wood Roof With Various Thicknesses of Earth Cover 
Over Various Spans 


Thickness Span width in feet 

of earth 

cover in 
feet 21⁄4 3 314 4 5 6 
1% 40 30 22 16 10 18* 
2 83 22 16 12 8/20* 14* 
2% 27 18 12 10 16* 10* 
3 22 14 10 8/20* 14* 8* 
316 18 12 8/24* 18* 12* 8* 
4 16 10 8/20* 16* 10* 7* 


Note, Stringers are 2” X 4” except those marked by an asterisk (*) which are 2” X 6”, 
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(4) The roof designs shown here аге not designed to be shellproof, 
even under а laminated earth and rock cover. The roofs 
shown with the cover indicated are fragment proof and will 
give substantial radiation protection, if properly designed 
entrances are provided. "These roofs may under certain con- 
ditions Бе shellproof. 

с. Sandbags should never be used to support overhead cover. 


Section ІШ. REVETMENTS FOR EARTH BANKS 
41. General 


a. Definition. A revetment is a support for a vertical or nearly ver- 
tical earth bank which prevents the earth from caving or falling into 
the excavation. 


b. Uses. Earth banks in emplacements and shelters are revettcd to 


protect against— 
(1) Blast and earth shock from explosion. 
(2) Weathering of positions during extended periods of occupation. 
(3) Naturally unstable soil conditions. 


42. Types 

Revetments used in the construction of emplacements and shelters 
may be either of the retaining wall type or of the facing type. Each 
of the types is discussed in detail in a and b below. 

a. Retaining Wall Type. This type of revetment is used in relatively 
unstable soils. It resists the tendency of the sides of an emplacement 
or shelter to slide into the excavated area. This tendency is overcome 
by the weight of the wall itself imbedding the lower course of the wall 
in the firm earth below the floor of the emplacement or shelter and the 
fact that it is sloped toward the side of the excavation as shown in 
figure 10. The horizontal layers of the wall are tied together so that 
the wall acts as а struetural unit, without any sliding of one part upon 
another. This type of revetment (fig. 10) may be constructed of sand- 
bags, sod blocks and various expedients as deseribed in paragraph 43. 


b. Facing Туре. 

(1) General. Facing revetment serves mainly to protect revetted 
surfaces from the effects of weather and damage caused by 
occupation. It is used only when soils are stable enough to 
sustain their own weight. This type of revetment (fig. 11) 
consists of the revetting or facing material and the supports 
whieh hold the revetting material in place. The facing 
material may be much thinner than that used in a retaining 
wall. For this reason facing type revetments are preferable 
since less excavation is required. The top of the faeing should 
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Figure 10. Retaining wall type of revetment. 


be set below ground level so that the revetting is поў damaged 
by tanks crossing the emplacement. 


(2 


— 


Materials for facing. The facing may be construeted of brush- 
wood hurdles, continuous brush, pole and dimensioned timbers, 
corrugated metal, or burlap and chicken wire. The method of 
constructing each type is described in paragraph 44. 
(3) Methods of support. The facing may be supported by— 
(a) Timber frames. Frames of dimensioned timber (1, fig. 11) 
are constructed to fit the bottom and sides of the position, 
and hold the facing inaterial apart over the excavated width. 
(b) Pickets. The pickets are driven into the ground on the posi- 
tion side of the facing material and held tightly against the 
facing as shown in 2, figure 11 by bracing the pickets apart 
across the width of the position and anchoring the tops of 
the pickets by means of stakes driven into the ground and 
tiebacks, 
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Figure 11. Facing type of revetment. 


43. Methods of Constructing Retaining Wall Type 
Revetments 


a. Sandbags. 


(1) 


(2) 
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Uses and limitations. Sandbags are useful for temporary re- 
vetments, especially where silent installation is essential. 
Sandbags used in revetments rot in damp weather and pale 
in the sunlight. They cannot be counted on for a useful life 
of more than one to six months unless they are stabilized as 
deseribed in (3) below. 

Dimensions and weights. The standard sandbag measures 14 
by 26 inches when empty, and a bundle of 200 empty sand- 
bags weighs about 80 pounds. Properly filled to 34 of full 
capacity, the bag weighs from 40 to 75 pounds, depending 
upon the type and moisture content of the filler and occupies 
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(5) SUPPORTED BY PICKETS 


Figure 11—Continued. 


a space about 5 by 10 by 20 inches. When laid in the standard 
revetment, a double row of alternate headers and stretchers as 
shown in figure 10, about 320 sandbags are required per 100 
square fect of revetted surface. 

(3) Stablization. Sandbags may be stablized by filling them with 
a mixture of dry earth and portland cement, normally in 
the ratio of І part of cement to 10 parts of dry earth. The 
bags remain plastic until installed, and setting of the cement 
occurs later as the bags take on moisture. If the filler is a 
very sandy soil or a sand-gravel mixture the cement to sand 
ratio should be increased to about 1 to 6. An alternative 
method is to dip the filled bags in a cement and water slurry 
before setting them in place. 
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Figure 12. Method of anchoring pickets. 


(4) Construction procedure. 

(a) The bags are uniformly filled about 34 full with earth or 
with a dry soil-cement mixture and the choke cords are tied. 

(b) The bottom corners of the bags are tucked in after filling. 

(c) The foundation of the revetment is pitched to slope the wall 

| toward the revetted face at a slope of 3 or 4 to 1. As the 
revetment is built, the revetted face is made to conform 
io this slope by backfilling or additional excavation. When 
stabilized sandbags are used the foundation should be about 
6 inches below the floor level of the revetted position, so 
that the earth of the floor helps the wall resist sliding. 

(d) Sandbags are laid so that the planes between the layers have 
the same pitch as the foundation, Le., at right angles to the 
slope of the revetment. 
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Figure 18. Making a brushwood hurdle. 


(e) The bottom row of the revetment is constructed with all 
bags placed as headers (fig. 10). The wall is then constructed 
using alternate rows of stretchers and headers with the 
joints broken between courses (fig. 10). The top row of 
the revetment wall consists of headers. 


(f) АП bags are placed so that side seams on stretchers and 
choked ends on headers are turned toward the revetted face. 

b. Sod Blocks. Thick sod with good root systems provides a satis- 
factory revetting material. Sod blocks eut into sections about 9 by 18 
inches arc laid flat, using the alternate stretcher-header method de- 
seribed above for use with sandbags. Sod is laid grass-to-grass and soil- 
to-soil, except for the top layer which should be laid with the grass 
upward, to provide natural camouflage. As each layer of sod is com- 
pleted, wooden pegs are driven through the layers to prevent sliding 
until the roots grow from layer to layer. Two pegs are driven through 
cach 9- by 18-inch sod. Sod revetment are laid at a slope of about З 
vertical бо 1 horizontal. 

c. Expedients. In cold weather blocks of icc may be used to con- 
struct retaining wall type revetments. 'They are stacked in the same 
manner as sandbags or sod; water is applied to bind them together by 
freezing. Other expedients include earth-filled packing cases or am- 
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Figure 14. Continuous brush revetment. 


munition boxes. Empty boxes or packing cases are placed in position 
and nailed or spiked to the lids of the layer below; the boxes are then 
filled with earth or rock and the lids fastened in place. This procedure 
is repeated for cach row. To prevent overturning or sliding, the tops 
of these revetments are tied back to pickets as described in paragraph 
44 for facing type revetments. 


44. Methods of Constructing Facing Type Revetments 

a. General. As described in paragraph 42b(3), facing type revet- 
ments may be supported either by timber frames or pickets. The size 
of pickets required, and their spacing, is determined by the size of the 
soil and the type of facing material used. To facilitate driving wooden 
pickets should not be smaller than 3 inches in diameter or in smallest 
dimension. The maximum spacing between pickets should be about 
6 feet. The standard U-shaped pickets normally used to support 
barbed wire entanglements are excellent for use in revetting. Pickets 
are driven at least 1% feet into the floor of the position. Where the 
tops of the pickets are to be anchored, an anchor stake or holdfast is 
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Figure 15. Types of timber revetments. 


driven into the top of the bank opposite each picket and the top of the 
picket is racked to it as shown in figure 12. Тһе distance between the 
anchor stake and the facing is at least equal to the height of the revetted 
face, with alternate anchors staggered and at least 2 feet farther back. 
The wire holding the pickets against the emplacement walls must be 
straight and taut. A groove or channel may have to be cut in the 
parapet to pass the wire through. After the picket has been made 
tight, the groove should be filled in. 

b. Brushwood Hurdle. A brushwood hurdle is a woven revetment 
unit usually 6 feet long and of the required height. As shown in figure 
13 pieces of brushwood about 1 inch in diameter are woven on a frame- 
work of sharpened pickets driven into the ground at 18-inch intervals. 
When completed, the 6-foot lengths are pulled up and carried to the 
position, where the pickcts are driven in place and the tops of 
the pickets are tied back to stakes or holdfasts. The ends of the hurdles 
are then wired together. 

с. Continuous Brush. As shown in figure 14 a continuous brush гс- 
vetment is constructed in place. Sharpened pickets 3 inches in diameter 
are driven in the bottom of the trench at 1-расе intervals and about 4 
inches from the earth face to be revetted. The space behind the pickets 
is packed with small straight brushwood laid horizontally and the 
tops of the pickets are anchored to stakes or holdfasts. 

d. Pole and Dimensioned Timber. A pole revetment (fig. 15) is 
similar to the continuous brush revetment execpt that a layer of small 
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Figure 16. Metal revetment. 
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horizontal round poles, eut to the length of the wall to be revetted, 
18 used instead of brushwood. Boards or plank, if available, are used 
instead of poles and can be installed more quickly. Pickets are held 
in place by holdfasts or struts. 

e. Metal. À revetment of corrugated metal sheets (1, fig. 16) or 
pierced steel plank may be installed rapidly and is strong and durable. 
It is well adapted to emplacement construction because the edges and 
ends of sheets or planks ean be lapped as required to produce a revet- 
ment of a given height and length. All metal surfaces must be smeared 
with mud to eliminate possible reflection of thermal radiation and to 
aid camouflage. Burlap and chicken wire revetments are installed as 
shown in 2, figure 16. When damaged, corrugated metal forms 
dangerous sharp edges. Prompt attention should be given to the re- 
pair of damaged revetments to prevent injuries to personnel or damage 
to equipment. 


Section IV. DRAINAGE 


45. Principles 
а. Emplacements and shelters are sited to take advantage of the 
natural drainage pattern of the ground and construction so as to provide 
for— 
(1) Exclusion of surface runoff. 
(2) Disposal of direct rainfall or seepage. 
(3) Bypassing or rerouting natural drainage channels if they are 
intersected by the emplacement or shelter. 
b. The methods of providing for each of the above are described 
in paragraphs 46 and 47. 


темен LINE 





Figure 17. Siting to lessen problem of disposal of runoff water. 
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Figure 19. Use of under trench drains. 


46. Exclusion of Surface Runoff 


Proper siting, as illustrated in figure 17 can lessen this problem by 
locating the emplacement of shelter in an area not subject to excessive 
runoff. Surface water may be excluded by excavating interceptor 
ditehes up slope from the emplacement or shelter. It is much easier 
to prevent surface water from flowing in than to remove it after it has 
gained access, Emplacements and shelters should be sited so as to direct 
the water to natural drainage lines. If this is not possible with trenches, 
the water is conducted across the trench through open flumes developed 
for the purpose or under the trench using a combination of trench drains 
and culverts. An application of the open flume method for use with 
trenches is shown in figure 18, a typieal under trench drain in figure 19. 


47. Disposal of Direct Rainfall or Seepage 


Water collecting within an emplacement or shelter is carried to 
central points by providing longitudinal slopes in the bottom of the 
excavation, A very gradual slope (1 percent or 1 foot in 100 feet) is 
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desirable. In trenches the slope is best provided for by fitting the 
trench to the terrain in such a way that the original surface has a mod- 
erate slope, as shown on the contoured layout in figure 20. When per- 
mitted by the tactical situation excavation of trenches should commence 
at the lowest level and progress upward in order to avoid collecting 
water in the bottom of a partially completed trench. The central col- 
lecting points may be either natural drainage lines or sumps below the 
bottom of the excavation as shown in figure 21. Such sumps are located 
at points from which water will pereolate through permeable soil or can 
be piped, pumped, or bailed out. If pumps are not available, a lift type 
pump сап be improvised from a square wooden box with a plunger 
fitted with a leather flap as shown in figure 22. 


48. Maintenance 


All drains and sumps should be kept clear including the interceptor 
ditches for surface drainage. Earth thrown into excavations from shell 
explosions or from cave-in should be removed so that water will not 
back up and cause caving at other points. 





Figure 21. Drainage sump in bottom of excavation. 
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Figure 22. Improvised lift-type pump. 
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CHAPTER 8 
PERSONNEL AND INDIVIDUAL WEAPONS 





Section І. EMPLACEMENTS 
49. General 


Ап emplacement is a prepared position, for one or more weapons or 
pieces of equipment for protection against hostile fire or bombardment, 
and from which they can execute their tasks. 


50. Emergency Emplacements 


Before construction of individual foxholes is begun, and if the situation 
permits, the squad leader has each man lie down at the position selected 
for him and personally verify the sectors of observation and fire. If 
the situation is stabilized, at least temporarily, the positions are so 
selected as to be capable of being connected later. There are emergency 
situations, however, in which elements may be stopped where no natural 
cover is available and men may have to dig in without such prepara- 
tion. Three types of emergency emplacements which provide protec- 
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Figure 28. Improved crater. 
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tion against flat-trajectory fire are discussed here. А tabulation of 
the protection afforded by cach is included in table VI. 

a. Improved Crater. А shell or bomb crater of adequate size offers 
immediate cover and concealment and is readily improved as shown 
in figure 28. By digging the crater to a steep face on the side toward 
the enemy, the occupant provides himself with a firing point for use 
in the kneeling, sitting, or prone firing positions. А small erater сап 
later be developed into a foxhole. A large crater used in this manner 
does not afford protection if overrun by a tank. 

b. Skirmisher's Trench. This shallow pit-type emplacement (fig. 24) 
provides а temporary, open prone firing position for the individual 
rifleman. When the situation demands immediate shelter from heavy 
enemy fire and when existing defiladed firing positions are not avail- 
able, each soldier lies prone or on his side, and with his intrenching 
tool, scrapes and piles the soil in a low parapet between him and thc 
enemy. Thus a shallow, bodylength pit сап be formed quickly in all 
but the hardest ground. The trench should be oriented with respect to 
the enemy line of fire so that it is least vulnerable to enfilade fire. In 
a skirmisher’s trench, a soldier presents a low silhouette to the enemy 
and is afforded some protection from small arms fire. Should the gen- 





NO PARAPET 


Figure 24. Skirmisher's trench. 
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PARAPET DETAILS 


Figure 25. Prone emplacement. 


eral attack halt along this line of advance, the trench can be developed 
into a foxhole or a prone shelter. 


c. Prone Emplacement. This emplacement (fig. 25) is a further 
refinement of the skirmisher's trench. It provides a firing position for 
the individual rifleman, and, in addition, affords greater protection 
against small arms and direct fire artillery. By virtue of its additional 
depth it provides limited protection against the effects of nuclear 
weapons. 


51. Foxholes 


The foxhole is the basic defensive position of the individual rifleman. 
The standard types are the one- and the two-man foxhole. The size, 
shape, and methods of construction of a foxhole аѕ`а fighting position 
vary with the tactical situation and condition of the terrain. Foxholes 
may be developed from well-sited craters, skirmisher's trenches, or 
prone emplacements. All fighting positions are sited primarily for good 
field of fire; concealment is a secondary consideration. Types of fox- 
holes are described and illustrated in а and b below. A tabulation of 
the protection afforded by each type is included in table VI. 

а. One-Man Foxhole. This type of foxhole may be constructed either 
open or with a half cover (figs. 26 and 27). In either case it may be 
constructed with or without an offsct. 
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(5) WITH OFFSET 


Figure 26. Open one-man foxhole. 
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Figure 27. One-man foxhole with half cover. 


(1) Dimensions and layout. The overall dimensions and layout 
of the one-man foxhole аге as shown in figures 26 and 27. 
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(2) Construction details. 


(a) Fire step. The depth to the fire step will depend upon the 


(b 


(c 


— 


) 


& 
— 


(e 
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height of а comfortable firing position for the occupant, 
normally 314 to 5 feet. The occupant, crouched in a sitting 
position on the fire step, must have at least 2 feet of over- 
head clearance if a tank overruns the foxhole. This will 
normally provide protection against the crushing action of 
tanks; however, in some soils it will be necessary to revet 
the walls of the foxhole in order to provide this protection. 


Water sump. A water sump, 18 inches by 2 feet and 18 inches 
deep below the fire step, is dug at one end of the foxhole to 
collect water and to accommodate the feet of a seated 
occupant, 


Grenade sump. A circular grenade sump 8 inches in di- 
ameter, 18 inches long, and sloped downward at an angle 
of 30°, is excavated under the fire step, beginning at the 
lower part of the fire step riser. Hand grenades thrown into 
the foxhole are disposed of in this sump, and their frag- 
mentation is restricted to the unoccupied end of the fox- 
hole. For good drainage and to assist in disposing of 
grenades, the fire step is sloped toward the water sump, and 
the bottom of the water sump is funneled downward to the 
grenade sump. 


Parapet. If excavated spoil is used as a parapet, it should 
be placed as a layer about 3 feet wide and 6 inches high all 
around the foxhole, but leaving an elbow rest of original 
earth about 1 foot wide next to the foxhole. If sod or top- 
soil is used to camouflage the parapet, the sod or topsoil 
should be removed from the foxhole and parapet area, set 
aside until the parapet is complete, and then placed on the 
parapet in a natural manner. 


Camouflage. Whether or not a parapet is constructed in 
wooded or brushy type terrain, a foxhole can be camouflaged 
effectively with natural materials, as shown in figure 28. In 
open or cultivated areas, it may be preferable to omit the 
parapet, remove the excavated spoil to an inconspicuous 
place, and improvise a camouflage cover for the foxhole. 
This is a light, open frame of branches garnished with grass 
or other natural foliage to match the surroundings. As an 
alternate method, the foxhole can be covered with а shelter- 
half or other expedient material, and further covered with 
snow or some other material, according to local terrain con- 
ditions (fig. 28). The occupant raises one side of the cover 
for observation or firing. 
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(8) METHOD OF CONSTRUCTING COVER 


-man foxhole. 


Figure 28. Camouflaged one 
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(f) Overhead cover. The half overhead cover for the one-man 
foxhole, as illustrated in figure 27 is constructed as de- 
Scribed in paragraph 40. 

(g) Offsets. The offsets shown in figures 26 and 27 are usually 
constructed as refinements of the basic foxhole; they are 
excavated using handtools, to the dimensions required by 
the individual. The spoil may be added to the parapet or 
to the overhead cover. 

b. Two-Man Foxhole. This type of foxhole may be constructed either 
open, with half overhead cover, or with full overhead cover (figs. 29-31). 
Those constructed with either a full or a half overhead cover may be 
revetted and provided with an offset or adjoining shelter. The open 
foxhole may be deepened to provide additional protection. 
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(D STANDARD 
Figure 29. Open two-man foxhole. 
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STANDARD 


Figure 30. Standard two-man foxhole with half cover. 
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@ WITH ADJOINING SHELTER 


Figure 31. Two-man foxhole with half cover. 


(1) Dimensions and layout. The overall dimensions and layout 
of the two-man foxhole are as shown in figures 29 through 31. 

(2) Construction details. The construction details for the two- 
man foxhole are the same as those for the one-man foxhole 
with the exception of the location of the grenade sump. The 
grenade sump in a two-man foxhole is excavated in the front 
or rear face of the water sump instead of under a fire step. 

(3) Addition of adjoining shelter. A shelter may be constructed 
adjacent to the two-man foxhole as shown in 2, figure 31. This 
shelter may be constructed using either log wall or post-cap 
type construction as described in chapter 7. 
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@ WITH ADJOINING SHELTER 
Figure 81—Continued 


(4) Overhead cover. The half overhead cover for the two-man 
foxhole is constructed in the same fashion as that used on the 
one-man foxhole. 


52. Trenches 


a. General. Trenches are excavations of standard dimension used 
to connect other emplacements and shelters. Trenches are developed 
progressively from the crawl trench, through the crouch and run trench 
and the fighting trench, to the standard trench, 

b. Crawl Trench. This trench is a shallow trench, providing protec- 
tion for а erawling man, and is used to connect other emplacements, 
trenches or shelters. Figure 32 shows the dimensions of a crawl trench. 

c. Crouch and Run Trench. This trench is usually developed from 
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Figure 88. Crawl trench. 
a erawl trench. It provides protection for а erouching man and is of a 
size to permit him to run while taking advantage of the protection of 


the trench. Тїз uses are the same as described for the crawl trench. 
Figure 33 shows the dimensions of а crouch and run trench. 
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Figure 88. Crouch and run trench. 
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d. Fighting Trench. This trench is the next stage in the progressive 
development toward the standard trench. It may be developed from 
either a crawl trench or a erouch and run trench. Figures 34 to 36 
illustrate types of fighting trenches. This trench is normally revetted 
except when construeted in extremely stable soil. It may be open as 
shown in figure 34, covered as shown in figure 35, or open with a fight- 
ing bay as shown in figure 36. This trench provides limited protection 
from nuclear weapons effects if the occupants are completely within 
the trench at the time of the explosion, and fair protection from con- 
ventional weapons. It is also a fighting position in that it allows a man 
to sit or stand in the trench and fire his weapon. This trench increases 
the flexibility of a position in which it is used in that it offers a means 
of communication, protection, and an emplacement for fighting. Addi- 
tional protection can be gained by the construction of а parapet. 

e. Standard Trench. The standard trench is developed from the 
fighting trench by lowering it to a depth of 5% feet below the ground 
and constructing a 1 foot parapet above the ground line. It may be 
constructed without fighting bays as shown in figure 37, with fighting 
bays, as shown in figure 38 or with & continuous fighting step, as shown 
in figure 39. This trench provides somewhat greater protection against 
both conventional and nuclear weapons than the fighting trench as a 
result of its greater depth and its parapet. It is primarily a fighting 
position but is also usable for communications control, supply, evacua- 
tion, and movement of troops. 

f. Protection Afforded. The protection afforded by each of the types 
of trenches described above is tabulated in table VI. 





Figure 34. Open revetted fighting trench. 
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Figure 85. Revetted fighting trench with full cover. 
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Figure 86. Open reuetted fighting trench with fighting bay. 
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Figure 87. Standard trench without fighting bays. 
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PLAN OF BAY 
Figure 88. Standard trench with fighting bays. 


e" " m 6" 





Figure 89. Standard trench with continuous fighting step. 


g. Dimensions and Layout. The dimensions and layout of the cross 
section for each of the types of trenches described above are shown in 
figures 32 through 39. Each trench is constructed to the length required 
and to conform to one of the standard trench traces described in h 
below. 


h. Standard Traces. Standard traces as described in (1) and (2) 
below and illustrated in figure 40 have been developed to simplify 
trench construction. Special combinations and modifications may be 
developed to meet the requirements of special conditions. 

(1) Octagonal trace. The octagonal trace, 1, figure 40, is excel- 
lent for fighting trenches in most situations. The octagonal 
trace has the following advantages: 

(a) It affords easy communication, 

(b) It affords excellent protection against enfilade fire. 

(с) It facilitates oblique fire along the front. 

(4) It is economical to construct, both in labor and material. 
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GENERAL LINE 
ОЕ TRACE 





(Г) OCTAGONAL TRACE 


GENERAL LINE 
—-|5 PACES OF i 





(5) ZIGZAG TRACE 


Figure 40. Standard trench traces. 


(e) It can be provided with a continuous fire step. Its chief 
disadvantage is that its layout lacks simplicity of detail. 

(2) Zigzag trace. The zigzag trace, 2, figure 40, can provide pro- 
tection from enfilade fire and shell bursts by the employment 
of short tangents and by the occupation of alternate tangents. 
The zigzag trace has the following advantages: 

(a) It is the simplest and easiest to trace, construct, revet, and 
maintain. 

(b) It may be readily adapted to the terrain. 

(c) It permits both frontal and flanking fire. This trace has no 
specific disadvantages. 

1. Trench Boards. As noted in paragraph 47, trenches are sloped 
longitudinally for drainage. Trench bottoms are grooved or cut V- 
shaped to carry water, and trench boards, as shown in figure 41, are 
installed to provide a surface for walking. If lumber is not available, 
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logs and branches may replace the stringers and slats. Coarse gravel 
or crushed rock may be used instead of stringers if the flow of water 
is small, with a plank to serve as a walkway. 


j. Overhead Cover. lí overhead cover is used in the construction of 
trenches, it should be installed in 20- to 40-foot sections and in conjune- 
tion with the overhead cover of emplacements and shelters connected 
by the trenches. Sections of cover should also be constructed and 
camouflaged at random along the trench trace to deceive the enemy as 
to the true location of the position. Support for light overhead cover 
is constructed as described in paragraph 40. Support for heavy over- 
head cover is furnished by post-cap-stringer type structures as shown 


in figures 42 and 43. 
6—16" P I" X 2" OR I" X 4" 


OFFSET OF 
STRINGERS 
CROSS SECTION PROVIDES FOR 
OVERLAP AT 
JOINT 





OUTER EDGE OF CROSS PIECES 


4 FROM END OF STRINGERS "хо" oR 1" ха" 





SIDE ELEVATION 


1-2" 2"x 4" 2" X 4" 
SIDE ELEVATION END ELEVATION 
OF SUPPORT OF SUPPORT 


Figure 41. Trench board and support. 
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LEFT SIDE 





ISOMETRIC VIEW OF TYPICAL 
TRENCH COVER SECTION 
(ENLARGED) 


BRACING DETAILS 


CROSS BRACING SHOULD BE USED ON END 
SECTIONS OF TRENCH COVER. IF THE PORTION OF 
THE TRENCH TO BE COVERED REQUIRES FIVE OR 
MORE TYPICAL SECTIONS (30' OR GREATER) 

THE CENTER SECTION SHOULD ALSO BE CROSS. 


KNX THREE SECTIONS 
ХАКИМ FOUR SECTIONS 


ХАРАХ FIVE SECTIONS 


Figure 48. Trench cover section, dimensioned timber. 
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USE DOUBLE SCAB WITH WHERE POSSIBLE USE 
rcc dtd CONTINUOUS CAP 
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DRIFT PIN 


PINS 
TOP VIEW (FOOTERS OMITTED) 


TYPICAL TRENCH COVER 
SECTION 15 6'-0" FROM 
CENTER TO CENTER 
OF POSTS 


Figure 48. Trench cover section, log construction. 
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END VIEW 
Figure 48—Continued. 
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The bills of materials and construction notes are shown in table IV 
for the dimensioned timber strueture and in table V for the log structure. 


53. Progressive Development 


Emplacements for the protection of personnel and individual weapons 
normally progress from the improved crater through the skirmishers 
trench, the prone emplacement and the one- and two-man foxholes with 
their various refinements, as described in paragraphs 50 and 51. 
Trenches, developed as described in paragraph 52, may be used at any 
stage of emplacement development. Other factors which may dictate 
the skipping of certain intermediate phases of development are presented 
in table VI. This table allows the selection of the most appropriate 
emplacement for a given protective requirement and further determina- 
tion of the best sequence of progressive development based on the amount 
of protection achieved for a given expenditure of manpower and logistic 
effort. 


Table IV. Bill of Materials, Trench Cover Section, Post, Cap, and Stringer Con- 
struction Dimensioned Timber (fig. 42) 











Basie Additional 
No. Nomenclature Size ee d 
shown in series 
1 Ровб----с222 асшы 8" x 8" X 7-4” 4 2 
2- [Сару 8" X 10" x 6'-2" 2 2 
8 | Footing-.-------- 2" X 8" X l'-4" 16 8 
4 | Top spreader_____ 3" X 8" x 3'-6" 2 1 
5 | Bottom spreader- - 8" X 8” X 4'-0" 2 1 
6: | Seab.. Ен 3" x 8” x 2-0” 4 2 
7 | Stringer*.____---- 6" X 8” x 5-10” 13 13 
8 | Bracing... ......- 3" X 8" x 9'-6" 2e gee 
9 | Driftpin.......... 34" X 16" 8 4 
10 | Driftpin---------- М” X 12" 26 24 
ТІ. TN... 60d 20 Ib 15 Ib 














* Laminated wood roof, designed in accordance with table II may be substituted if desired. 
** Change to 4 when cross bracing is required. See bracing details. 


Suggested Construction Procedure 
Dig holes for footers. 
Place footers in holes making them as level as possible, 
Nail posts to footers. 
Place caps on top of posts and secure with driftpins (bore 44” holes for pins). 
Nail scabs in place. 
Nail top and bottom spreaders in place. 
Nail side braces in place. 
Put stringers on top of caps and secure with 1⁄4” driftpins. 
Use typical overhead cover, 


прапа ваў 
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Table V. Bill of Materials, Trench Cover Section, Post, Cap, and Stringer, Log 
Construction (fig. 43) 





























Вазіе Additional 

No. Nomenclature Size и Я 

shown in series 
1 | Post... use conus 12” log X 7'-4" 4 2 
22 COD. icem ELS 12" log X 7'-6"* 2 2 
8 РЕЩ ---------- - 12” log X 6-4" 2 1 
4 | Stringer***. ..... 10" log X 6-4” 8 8 
5 ВеаБ-_----------- 3" X 8” X 1-6"** 4 2 
6 | Bracing------ i 6" log X 9'-6" 4 4 
7 | Top spreader 6" log X 3'-6" 2 1 
8 | Driftpins...... eui М” X 16" 30 18 

9 i 100d 8 Ib 8 Ib 

60d 20 lb 18 tb 





* Or larger multiples thezeof. 
** Scab should be dimension timber as indicated, whenever such material is available. When only 
logs аге available the seab should be split out of the center of an 8" log. 
*** Laminated wood roof, designed in accordance with table I, may be substituted if desired. 


Construction Notes 
Dig trenches for sills. 
Place sills and level up. 
Nail posts to sills with 100d nails. 
Place caps on posts, secure with driftpins. 
Nail scabs in place, 
Nail in top spreaders, 
Nail cross bracing in р.асе, 
Place stringers on top of caps and secure with 14^ driftpins, 
Use typical overhead cover, 


а pn de pu 
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Table VI. Characteristics of Personnel and Individual Weapons Emplacements 


Protection afforded 1 








Nuclear weapons effects 3 


Nuclear radiation 


Туре of emplacement or shelter 
transmission factors 











Initial | Initial |Residuel 
gamma | neutron | gamma 4 
Improved сгафет--.............. cree 0.5 
Bkirmisherg trench.__.-.-....---~.----- 0.8 
Prone emplacement.................... 0.4 
Open one man foxhole.. ........-.....-- 0.09 
Open one man foxhole with offset........ 0.004 
One man foxhole with half cover........ 0.08 
Ons man foxhole with half cover and | 0.003 
offset. 
Open two man foxhole................. 0.1 
Deepened two man іохБо!е............-- 9.07 
Two man foxhole with half cover_...-.-. 0.09 
Two man foxhole with half cover and j 0.002 
two offzeta. 
Two man foxhole with half cover and | 0.01 
adjoining shelter. 
Open fighting trench (25' length) 9... --- 0.4 


Fighting trench with full cover (25’ length)| 0.15 


Tota) construction time in man hours for 
construction with D-handle shovels and 


ordinary carpentry toola* 


Conventional weapons effecta 3 


Revetment mate- 
пав for cover 
support only 
Tracked 


Artille 
vehicles п}: 


fragmenta 


metal 

constr. 
N/A 
N/A 
N/A 
3.5 


Virtually none ..| Better than in ореп__ 
Virtually none.. 
Virtually none.. 


С009.--------- 


Better than in open__ 


4.5 


Good... ....... 
Fair to good... 


Complete 
revetment 


No 
revet- 
ment 
. materials 
Sized used 
lumber 
constr. 


Gb.) 


N/A 
N/A 
N/A 

4.5 
16.0 

8.5 
18.0 


N/A 
N/A 
N/A 
N/A 
50 
10 
60 


8.0 
10.0 


N/A 
N/A 
10.0 15 


35.0 120 


22.0 100 


32.0 
40.0 


construction t 


(cu. ft.) 


N/A 
N/A 


N/A 
0.6 
0.1 


Revetment materials 
for cover support only 


Weight | Volume | Weight ! Volume | Weight ; Volume | Wei 


qb.) 


N/A 
М/А 
N/A 
N/A— 
180 

20 
200 


N/A 
N/A 
32 

400 


560 


N/A 


Sized 
lumber 
construction 


Weight and volume of materials 




















Complete 
revetment 
Corrugated Sized 
metal lumber 
construction’ construction 
t | Volume 
(cu. ft.) | Gb.) (cu. ft.) | Gb. (cu. ft.) 

М/А N/A N/A N/A N/A 
N/A N/A N/A N/A N/A 
N/A N/A N/A N/A N/A 
N/A 190 3.5 240 8 

5.5 240 4.0 420 13.0 

0.6 200 8.5 260 8.0 

6.0 250 4.0 440 14.0 
М/А 280 5.0 320 10.0 
М/А 300 5.5 375 12.0 

1.0 280 5.0 350 11.0 
12.0 380 6.0 700 22.0 
18.0 460 7.0 880 28.0 
М/А 490 8.0 710 22.0 
11.0 730 12.0 | 1050 33.0 


1 Protection afforded assumes the occupants of fortifications are in the most protected position of their fortifications, For most fortifications protection decreases as the angle of sight from the position to the center of the weapon burst increases, 


з For blast effects, вее paragraph 16, 
ta. For direct fire weapons effects, see paragraph 9. 
b. For close combat weapons effects, see paragraph 7. 
4 Assumes normal digging capability in daylight with trained troops. 
6 Assumes fallout is kept out of hole at surface level by some sort of cover, 
€ May include wooden framing and braces. 
Note, Classification of Fortifications by Attenuating of Residual Radiation. 


a. Fortifications may be generally clagsified according to their attenuation of residual radiation. 


Such classification is shown below: 


Fallout Attenustion Classifications 


Transmission Factors Classi fication General Guidance in High Level Radiation Field 
Tess thine Fo) aos ul l... ——— ——————— ———— S= арык gs gas S Excellent................... бро ek dewe ———— — € PR à Remain in place 

COOL оог раны Пари RO ная "EDU “езент Софі га а а аа ususqa sh. каа камы À—Ó9—— Probably remain in place 

0.008 ts ОО асанна Ar RIPE ЛИК СЕРЕ eM m Ri pM m ЕТЕК естер FE ананас EN TEUER p ———— n Probably leave position at optimum time. 
More than 001.................................................................................2.... ll E ——————Ó— MJ — P Leave position at optimum time. 


b. A general idea af the dose to be expected with the classifications shown above із tabluated below, using а fallout arrival time of H--1 and а stay timo of 96 hours. 


Under these conditions, the total incident dose in rem is exactly three times the dose rate of 


H+1. Assuming ап H+1 dose of 5,000 rem, hour: 
Interior Dose for Various Fallout Classifications* 
Classification Total Dose 
ЕховПеві..................................................................................................2.1.......................................2..Һ2....2................2........................................ Less than 15 rem? 
Е —————— НН батыста —————————————— -——————————— 15 to 76 rem* 
ОНИ 75 to 150 rem* 
Роог....................-.........-------------..------.-----................-.......-..............-.................-..-.-..-.----........................ 44... ........................2.......................... ... Моге {һап 150 теш? 


*See conditions in appendix II on fortification protection factor. 


Section ІІ. SHELTERS 


54. General 


А shelter, either natural or artificial, provides protection for troops, 
supplies, and equipment from either enemy action, weather, or both. 
Shelters may be open or covered. Shelters differ from emplacements 
in that no provision is made for firing weapons from them. Although 
natural shelters, such as caves, mines and tunnels, as well as artificial 
shelters may be used by troops in the field, the discussion in this sec- 
tion is limited to artificial shelters. Artificial shelters may be con- 
structed as surface or subsurface shelters. Subsurface shelters may 
either be of the open cut, cut and cover, or cave type. The type to be 
construeted in а given situation is determined by the character of the 
ground, the intended use, the materials available, and the protection 
required. 


55. Surface Shelters 


а. General, Surface shelters provide the best observation, and exit 
and require the least amount of labor to construct. They are difficult 
to conceal, require transportation or local procurement of considerable 
quantities of cover and revetting materials, and provide the least pro- 
tection of the types of shelters discussed in this manual. These shelters 
are seldom used to provide protection for personnel in forward posi- 
tions unless they ean be concealed in woods, on reverse slopes, or 
among buildings. They may be used when the water level is so close 
to the surface or the surface is so hard or frozen that the construction 
of the cut and cover type of shelter is not practieal. Surface shelters 
should be of small eapacity (2-12 men) and well dispersed. 

b. Wooden Surface Shelter (fig. 44). This shelter will not provide 
good protection against either nuclear weapons effects or direct hits 
from artillery, bombs, or heavy rockets. Blast, particularly from 
the direction of the doorway, would probably destroy the structure in 
overpressures ranging from 5 to 10 psi, depending on the shape of the 
structure. Radiation transmission factors have been determined for this 
shelter with 1% feet, 214 feet, and 314 feet of earth cover overhead. 
For initial gamina and residual radiation, transmission factors are as 
shown in table VII for an occupant at the center of the shelter. 


Table VII. Radiation Transmission Factors for Wooden Surface Shelters 











Earth cover thickness Initial gamma Residual 
114 feet 0.20 0.02 
21% feet, 0.08 0.009 
31⁄ feet 0.04 0.004 
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ТаЫе 6-5, ТМ 23-200 is the best guide currently available for deter- 
mining initial neutron transmission factors giving a range of 0.08 to 0.01 
for 2 to 3 feet of earth eover. Another fair approximation is to con- 
sider that neutron transmission factors are equal to, or slightly less 
than, prompt gamma transmission factors. These factors could be 
improved by putting in a baffled entranceway, but blast would normally 
be prohibitively destruetive at fairly long ranges making such added 
radiation protection of little value. 
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(2) FRONT ELEVATION 


Figure 44. Wooden surface shelter. 


c. Metal Surface Shelter. Such shelters are superior to wooden sur- 
face shelters in that they are readily adaptable to arched configura- 
tions, are more rapidly erected, and generally present streamlined 
targets. The arched or cylindrieal shape resists nuclear weapons blast 
better than a rectangular shape. The 9 foot corrugated metal surface 
will protect against blast pressures of from 15 to 25 psi. The initial 
gamma and residual radiation transmission factors for 1% feet, 2% 
feet, and 314 feet of earth cover are shown in table VIII. 
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Table VIII. Radiation Transmission Factors for Metal Surface Shelters 





Earth cover thickness Initial gamma Residual 
115 feet 0.10 0.015 
215 feet 0.07 0.004 
315 feet 0.08 0.008 


The best estimate for initial neutron radiation transmission factors is 
that they are equal to, or slightly less than, the values for prompt 
gamma radiation. А baffled entranceway will significantly improve 
transmission factors, especially as the overhead earth cover thick- 
ness is increased. 

d. Use. The surface shelter is most suitable for use in rear areas 
where protected working space for an installation is needed. 


56. Subsurface Shelters 


a. General. This type of shelter generally provides better protec- 
tion than the surface shelter. Since it is below the surface it is not 
subject to the drag loading of the blast effects (although personnel 
inside might be if entrance design permits entry of the blast wave). 
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Figure 45. Metal surface shelter. 
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Figure 45—Continued. 


It ean, therefore, withstand much higher pressures than the surface 
shelter. Also, protection against radiation is improved since the sur- 
rounding earth will provide somewhat more protection than would the 
limited thicknesses around a surface shelter. Its below the surface 
location also increases protection against conventional weapons effects, 
by providing ample overhead cover to prevent penetration by direct 
fire weapons, fragments or airplane rockets, except those from directly 
above the shelter. There is usually no silhouette to serve as a target 
for direct fire weapons other than the sloped overhead cover. Special 
consideration should be given to entranceway design. A line of sight 
from the inside to the outside of the shelter will result in a consid- 
erable reduction of protection against radiation. One or two right 
angle turns, or offsets, in an entranceway provide good protection. 

b. Offset Foxhole With Two-Man Shelter. Two types of subsurface 
shelters were previously covered in section I emplacements. One is 
the offset foxhole when it is not designed to be used as a fighting em- 
placement. The second is the two-man shelter for use in conjunction 
with the foxhole. 

с. Open Cut. Where it is nececsary to provide protection for a 
relatively large number of personnel in a relatively short period of 
time, the use of an open excavation as shown in figure 46 will provide 
some protection against small arms, direct fire artillery weapons, and 
the effects of nuclear weapons. The amount of protection against the 
latter is dependent on the location of ground zero with respect to the 
shelter and the height of the burst. 

d. Cut and Cover. Cut and cover shelters are the type most com- 
monly employed in a forward area. An excavation is dug into the 
ground, the shelter is erected in the excavation, and the spoil is back 
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Figure 46. Open cut subsurface shelter. 


filled around and over it to or above ground level. The shelter may 
be constructed of local material, dimension lumber, timber, or corru- 
gated metal. The protection provided depends on the type of con- 
struction, thickness, and composition of the overhead cover. Cut and 
cover shelters are especially suitable as command posts and aid sta- 
tions, since they are easily cleaned and ventilated and casualties can 
easily be admitted and evacuated. For drainage, the floor of the 
shelter should slope slightly toward the entrance. Excavation should 
be no greater than is necessary to accommodate the structure, and 
the excavated dirt should be packed around the structure. The static 
load of the overhead cover plus the assumed impact load should not be 
greater than the structure can support. 

(1) Modular timber shelter (fig. 47). This shelter with dimensions 
of 6 feet by 8 feet can be made from finished timber with 
varying degrees of protection depending on the size of mem- 
bers used and the type.of construction. Radiation protection 
is almost independent of the type of frame roof and revet- 
ment construction but depends on the thickness of overhead 
cover and overall configuration. For an individual 6 foot by 
8 foot shelter, with well-baffled entranceways, tranmission 
factors vary with the thickness of earth overhead cover as 
shown in table IX. 


Table ІХ. Radiation T'ransmission Factors for Subsurface Modular Timber Shelter 





Initial gamma 
Earth overhead cover. |0 
thickness Residual 





Suríace burst Air burst 
115 feet .09 5 .004 
21 feet 05 ‚07 .0002 
816 feet .08 .04 negligible 
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FRAMING DETAILS 


LEFT SIDE 
Figure 47. Modular timber shelter (6 feet by 8 feet). 


RIGHT SIDE 


RIGHT SIDE 


90 TAGO 10025-В, Sept. І 


Ап approximation for the initial neutron radiation trans- 
mission factor is a figure slightly less than that for correspond- 
ing initia] gamma. Protection against blast will vary from 
about 30 psi for light construction up to 65 psi for heavy 
post-cap-stringer type construction for a shelter with about 
2 to 4 feet of earth overhead cover. 

















(2) Corrugated metal arch shelter (fig. 48). Radiation transmis- 
sion factors for this shelter, with well-baffled entranceways 18 
as shown in table X. 
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Figure 48. Cut and cover corrugated melal arch shelter. 
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Figure 48—Continued. 


Table X. Radiation Transmission Factors for Subsurface 
Corrugated Metal Arch Shelter 





| Initial gamma 
Earth overhead cover 








thickness Residual 
Surface burst Air burst 

114 feet .06 18 008 

215 feet 015 04 0002 

31⁄ feet .005 02 negligible 
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Ап approximation for the initial neutron radiation transmis- 
sion factor is a figure slightly less than that for corresponding 
initial gamma. This same type shelter with larger overall 
dimensions may be used in administrative support installa- 
tions. For a shelter 40 feet long and 18 feet wide, transmis- 
sion factors are as shown in table XI (again, initial neutron 
transmission factors can be taken as slightly less than the 
corresponding initial gamma factors). 


Table ХІ. Radiation Transmission Factors for 40 Feet by 18 Feet 
Subsurface Corrugated Metal Arch Shelter 








Earth overhead cover 


Initial gamma 





thickness Residual 
Surface burst Air burst 

125 feet .06 .15 .006 

21⁄ feet .015 .04 .0003 

315 feet .005 .015 negligible 





А shelter this size has about 4 times the area oÍ one 91% feet 
wide by 20 feet long and is more economical to construct than 
four 9% by 20 feet shelters, providing the proper equipment 
for excavation and erection is available. This type shelter, 
with а diameter of 9% feet, will provide protection against 
blast pressures up to 65 psi with about 2 feet of earth cover. 
Inereasing the depth of the shelter will slightly improve the 
blast protection it affords. 

Corrugated metal circular shelter (fig. 49). This type shelter 
will provide about the same blast protection as the arch 
shelter above. А circular shelter 715 feet in diameter by 20 
feet long with well-baffled entranceways will have radiation 
transmission factors as shown in table XII. (Initial neutron 
transmission factors can be taken as slightly less than those 
for initial gamma.) 


Table ХІІ. Radiation Transmission Factors for Subsurface 715 Feet in Diameter by 


20 Feet Long Corrugated Metal Circular Shelter 








Initial рапта 
Earth overhead cover 
thickness Residual 
Surface burst Air burst 
1% feet .05 .1 .005 
215 fect .01 .03 .0002 
314 fect 004 01 negligible 
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е. Cave. Cave shelters are constructed entirely below the surface 
by mining methods and have a cover of undisturbed earth. They are 
the least conspicuous type, afford effective protection before they are 
completed, and require the least construction material. Their dis- 
advantages include limited observation, congested living conditions, 
small exits, and difficult drainage and ventilation. Their construction 
is difficult and time consuming and requires experience in mining meth- 
ods. Men may be trapped in them if exits are blocked or timbering is 
crushed by a direct hit from a conventional weapon or by air in- 
duced ground shock from a nuclear explosion. The degree of protec- 
tion afforded by cave shelters depends upon the depth in which the 
chamber is built. 


57. Construction Procedures 


а. Timber Shelters.  Post-cap-stringer type structures using logs 
or dimensioned timber may be used to construct surface or cut and cover 
shelters. Figure 47 shows the basic 6 feet by 8 feet modular shelter 
developed for such use, and some of the combinations by which the 
basic structure may be utilized to provide larger shelters. Table XIII 
contains the bill of materials and construction notes for the 6 feet 
by 8 feet structure using dimensioned timber. The table also shows 
the sizes of logs which may be used if dimensioned timber is not avail- 
able. 

b. Metal Shelters. Metal structures may be used for both surface 
and cut and cover shelters. Figure 45 illustrates a surface shelter made 
from a circular section of corrugated metal. Figures 48 and 49 illus- 
trate cut and cover shelters made from semicircular and circular’ 
corrugated metal respectively. 


58. Progressive Development 

The progressive development of shelters usually consists of шегеаз- 
ing the protection afforded by the originally constructed shelter either 
by adding overhead cover to an open shelter or increasing the thick- 
ness of the overhead cover already in расе within the capability of 
the structure to support it. The addition of gas proof and blast proof 
entrances and heating, ventilation and lighting facilities as described 
in ehapter 12 may be included in the progressive development of a 
shelter. 
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Table XII. 


Bill of Materials, Modular Section (6' X 8’) Shelter Post, 
Cap, and Stringer Construction —Dimensioned Timber (fig. 47) 

















Material list Quantities 
No. Nomenclature Rough size Roof Front Right Left Rear 
1 Cap or sill 6"X8"XxX8'-0" | ......4...-..- 2 Bie еи 
2 | Post 6”х6”х5'—10” |.|... 3 3 EMO. 
3 | Stringer** 6" x6" x6 '-0" Тое а л ы ылы ае ы ытты 
4 | Spreader 3"x6"x5'-0" |--_---- Bie” БЕН RES 1 
5 | Post, door 3” X6" X66" |. ....].... ZD ИРК ИРКӘ 1 
б | Brace *3" хв” х7 1-0” |1. аа [азна Е 1 
7] Вгасе *3" X6" x6'-10" |-_-___-|-- SONNEN 1 2: i.e 
8 | Brace *3" X6"x8'-0"  |...... 2 шалын ал А pate БМИ 
9 | Spreader 2” Х6”Х8-84 |. ....|...-..- G^ adeo ctp c cir 
10 | Spreader 2*x6'x2:-0"*- |... L| П |ы шшс 2 
11 Spreader 2"x6"x2'-0" [.......[.......1.......[....... 2 
12 | Bcab BO KOT Бі ОЕ ua ee а 
13 | Siding 3" XRW x8'-0" [.......[.......[.....-- 411981... 
14, Siding 3"XRW x60" |... 36SE- | Ца 
15 | Siding 3" XRW x4'-0" [.......[....... 248F ||... 
16 | Siding З'ХЕУ x3'-6" |... 218F 
17| Roll roofing 100 sq ft roll Os ЕА Ера САКЧЫ КЕНДИН 
18 | Driftpin 19 X14" - |а 6 6 resaca 
19 Nails 100d 2515; L; s... |. EID eit 
20 | Nails 60d 1... 8 lb 8 lb 8 Ib 8 Ib 











*Allowance for double cut ends of braces is included in overall length as shown under rough size. 
**Laminated wood roof designed in accordance with table І, may be substituted if desired. 





Size of rectangular timber 


6x6 7 
6x8 8 
8х8 10 
8х10 11 
10х10 12 
10х12 13 
12X12 14 


Size of round timber required to equal (in inches) 





> 


TAGO 10025-B, Sept. 1959 


. Structure сап be built as surface or subsuríace emplacement, 


Construction. Notes 


. Any combination of the four types of side panels shown may be used in regard to location and 


number of doors required. 


- In the construction of larger shelters consisting of two or more basic units, the exterior wall panels 


should be based on the number and position of doorways required. Panels to be coupled in the 
interior of the shelter, forming a double wall, must be of the same type wall construction and provide 
doorways. Siding is not required on interior walls. 

Type of siding material below 
ground as revetment is optional. 


. Finished or rough dimensioned timber to be used. 
. Typical overhead cover to be used. 


Overall size of basic section (with sheathing) 


ІепаіЬ....................8:-8" 
Маёр... аа -6” 
Height... yy cy yuyaya 7' 8” 
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CHAPTER 9 


CREW SERVED INFANTRY WEAPONS, СОМВАТ 
EQUIPMENT AND MATERIEL 


59. General 


а. Protection of crew served weapons is provided by emplacements 
which give some protection to the weapon and its crew while in firing 
position, and which have an adjacent or nearby shelter to provide 
protection for the crew when not firing. Normally, these positions start 
out as open emplacements. Ав the positions are developed, the em- 
placements are deepened and provided with half overhead cover if 
applicable. Next the positions are provided with standard shelters 
either adjoining the emplacement or close at hand. These provide 
excellent protection for the crew when not firing, while the crew served 
weapon is equally well protected by being placed on the bottom of the 
emplacement itself. 

b. Overhead cover which extends over the crew and weapon while 
firing will increase vulnerability to some weapons effects and increase 
protection from others (раг. 165(2)(b)). Normally, such overhead 
cover is not worth the effort required to build and camouflage. 

c. Crew shelters immediately adjoining and opening into emplace- 
ments provide excellent operational eapability with good protection, 
since the crew is not exposed when moving from shelter to weapon and 
back again. Since emplacement floors are below ground surface, access 
to adjoining subsurface shelters is relatively simple. 


60. Automatic Rifle Emplacement 

a. Open. The open emplacement for the automatic rifle is developed 
from the 1- or 2-man foxhole by adding a circular or semicircular firing 
table and bipod trench, as shown in figure 50. The gunner takes posi- 
tion in the emplacement and points the weapon at the extreme right 
flank of the target. Кесріпе his elbow in place he moves the weapon 
to the extreme left flank firing position while the assistant gunner 
marks the track of the bipod. The bipod trench and the firing table 
are excavated when the situation permits, and an empty tin can is 
embedded to niark the position of the right elbow so that the ends of 
the bipod trench act as automatic stops at each flank of the target area. 
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BIPOD TRENCH 


Figure 50. Open automatic rifle emplacement. 


b. Emplacements With Light Overhead Cover. Limited protection 
against fragments 1s provided by overhead cover of the type shown 
in figure 51. It is construeted as described in paragraph 40. 





Figure 51. Automatic rifle emplacement with light overhead cover. 
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с. Emplacement With Heavy Overhead Cover. Heavy overhead 
cover is provided for automatie rifle emplacements by enlarging the 
excavation to approximately 5 feet 4 inches by 7 feet and framing a 
post-cap-stringer structure inside it, as shown in figure 52. 





FRONT 
SIDING DETAILS 





ISOMETRIC VIEW 
OF FRAME 


RIGHT SIDE 


Figure 62. Structure used to support heavy overhead cover for automatic rifle 
emplacement (five feet by seven feet dimensioned timber, post-cap-stringer). 


The bil of materials and construction notes for this structure are 
shown in table XIV. In the completed emplacement, the firing aper- 
ture is the full width of the emplacement. The size of the aperture 
may be reduced by filling in with sandbags. 
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а — — -- -- 


POSITION OF 
APERTURE 
ON FRONT 


NO SHEATHING 
REQUIRED ON 
REA 


Figure 52—Continued. 


61. Caliber .30 Machinegun Emplacements 


a. Open. "There are three types of open emplacements for these 
weapons; the pit, the horseshoe, and two-foxhole type. Of the three, 
the two-foxhole type is easier to construct and is less vulnerable to 
erushing action by tanks. 

(1) Pit type. In the initial position for the caliber 30 machine- 
gun, the gun is emplaced in a pit as shown in figure 53. 
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Table XIV. Bill of Materials, AR Emplacement (5 feet by 7 feet), Post-Cap-Stringer— 
Dimension Timber (fig. 52). 














Material list Quantities 
Nomenclature Size Front Right Left Rear Roof 

Bill» cos st scene 8”X 8°х7'-0” 11: eee 2 а hes s 25 
Post, front.........- 8"x 8"x7'-0" 2- | ЕРЕН акен Бекен see 
Post, геаг------..- 8"Х 8"x7'-0" [....... Гаа s: ос 
Cap. аа 8"X 8"x7'-0" 1 SO oe сыбыз to Прык 
Spreader- .......... 8"X 6"X5'-8" 2 асва 5 сабы L Мес 
Siding..............| 3"X12"X7'-0" 4r sese. TOES БИКЕ 
Siding __---_---.--- 3"X12"X5'-0" |... 7 d. tiva ss 
Stringer..-......... GFX 6":X5 0" |... so 2. а саз ze esa. 15 

Apron stringer ...... 6"x 6"x2'-9" |.|... acd seen tcn 15 

Cleat, годё. .......--.] 3"X 6"X7'-6" |___-_-.--.----|-------[------- 1 

Driftpin__.--------- Ve" X12" Я. Noe gate Ца Я. |25 
Майз........------ 600.-- аа ана нан 
Nails_____.-------- 10040 Да а oe s suls ass 
Sandbags...........].------.-......... кышы сыш, Меша Res ЕЦ праця 
Tar рарег---------- ЗОШ у. 5 [meli аа ына 
Post, аргоп--------- 8"x 8"x2'-0" des hu So саланы аа amu 
Spreader. ---------- 3"X 8”х3'-8” | ...... 2 | 2" Е ана 
Вгасе___--- РЕА 3" х 8"X3'-10" | _. | 1 | їз мата саса 
Brace___----- eee 3"X 8"x''-9" д: rs zm лы cT 
Brace. ............. 3"X 8"X6'-3" ]|....... 2 2 Za ea ена 








Construction Notes 


. Rough or finished dimension timber to be used. 

Drill 3%” diameter holes for driftpins. 

. Assemble front and rear framing near emplacement site. 

Manhandle front and rear frames into correct position in the emplaeement. 

Add side spreaders and braces. 

. Add siding to both sides and front. 

Add stringers and secure with 1004 nails. 

Add apron stringers and secure with 100d nails, Support where necessary according to grade line. 
. Typical overhead cover to be used. 

. When 3” X12" siding is not available, use 3" X random width. 


P o > = SAP юрюте 


һа 


(2) Horseshoe type. Тһе dimensions and layout of the completed 
emplacement are shown in figure 54. As the first step in its 
construction, an open pit of the dimensions shown in figure 54 
15 dug, with the long side of the pit parallel to the line being 
defended. The spoil is used to form an all around parapet. 
Then as the second step, a horseshoe shaped trench about two 
feet wide is dug along the rear and sides of the pit, leaving a 
chest high shelf in the center to serve as the gun platform, as 
shown in figure 54. The spoil from this trench is added to the 
parapet, making it at least three feet thick and low enough 
to permit all-around fire 
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Figure 68. Plan view and cross section of pit type emplacement for caliber 30 











machinegun. 
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SECTION 
Figure 64. Completed horseshoe type emplacement. 


(3) Two foxhole type. This emplacement consists of 2 one-man 
foxholes close to the gun position, as illustrated in figure 55. 
The parapet is low enough to permit all around fire. 
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Figure 56. Two foxhole type emplacement. 


b. Construction of Overhead Cover. 


(1) Light overhead 


is carried above 
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cover. Support for light cover is constructed 
as described in paragraph 40. For all around fire a level roof 


the parapet. 
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ALTERNATE METHOD 


Figure 55—Continued. 


(2) Heavy overhead cover. The emplacement described in para- 
graph 60 for the automatic rifle readily accommodates the 
maehinegun when fired using a bipod mount. 


To provide 
heavy overhead cover for this weapon when using the tripod 


mount the horseshoe type emplacement is modified by widen- 

ing the rear trench from 2 to 3% feet. Thus widened, the 
emplacement accommodates the post-cap-stringer type struc- 
ture shown in figure 52 and for which the bill of materials 
and construction notes are given in table XIII. The roof 
overhang of the structure provides overhead cover for the 
firing platform of this weapon, with the tripod either inside the 
structure or with one leg of the tripod outside the aperture. 


62. Caliber .50 Machinegun Emplacement 
a. Open Emplacement. 


(1) The dimensions and layout for this emplacement, when the 


weapon is used with the ground mount, are similar to those 


shown in figure 54, for the caliber .30 machinegun. The gun 
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platform is enlarged to 5 feet by 5 feet to accommodate the 
caliber .50 machinegun mount. 'The method of constructing 
this emplacement is similar to that used to construct the horse- 
shoe emplacement for the machinegun as described in para- 
graph 61a (2). 

(2) The dimensions and layout when the weapon is used with thc 
M63 antiaircraft mount аге as shown in figure 56. 






SPOIL USED 
TO CONSTRUCT 
ALL- ROUND 
PARAPET 


GROUND LINE 






3-MIN. 





di 
PROFILE 


Figure 66. Open emplacement for caliber 50 machinegun using M63 antiaircraft 
mount. 


b. Covered Emplacements. 'The methods used to provide light and 
heavy overhead cover for this weapon are generally the same as those 
described for the machinegun in paragraph 61b. To provide over- 
head cover for the weapon on its ground mount, the excavation is en- 
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larged to aecommodate a 7-foot by 7-foot post-cap-stringer of the 
types illustrated in figures 57 and 58 and for which bills of materials 
and construction notes are provided in tables XV and XVI. The aper- 
ture is enlarged and the front leg of the tripod placed outside the 
aperture. Also, the structure is provided with an apron over the 





OMITTED FROM 
DRAWING FOR CLARITY 


ISOMETRIC VIEW 





TOP VIEW OF FRAME 


Figure 67. 50 caliber machinegun emplacement, 7-foot by 7-foot post-cap-stringer, 
dimension timber. 


110 TAGO 10025-B, Sept. 1959 


aperture to protect the projecting parts of the weapon. When the 
weapon is to be employed primarily against aircraft, overhead cover 
is not practical for the emplacement. However, foxholes with over- 
head cover may be constructed near by or may be connected to the 
emplacement to provide protection for the crew. 


VARIES WITH DIFFERENT 
TERRAIN CONDITIONS 





` VIEW A-A 





TOP VIEW SHOWING STRINGERS 
Figure 57—Continued. 
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RIGHT SIDE 
Figure 57 —Continued. 
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VARIES WITH DIFFERENT 
TERRAIN CONDITIONS D 


Ф 









MIDDLE APRON SUPPORT 
OMITTED FROM 
DRAWING FOR CLARITY 


ISOMETRIC VIEW 


Figure 58. 50 caliber machinegun emplacement, 7-Joot Бу 7-foot post-cap-stringer, 
round timber, 
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REAR LEFT SIDE 
Figure 68—Continued. 
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63. Emplacemenis For 3.5-Inch Rocket Launcher 
a. Open Positions. The two types of open emplacements for the 3.5- 
inch rocket launcher are the pit type, and the horseshoe typo. 
(1) Pit type. This emplacement (fig. 59) consists of a circular 
pit with concentric circular pit excavated below the surface. 
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ROCKET LAUNCHER POSITION 


Figure 59. Pit type emplacement for 35-inch rocket launcher. 
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The pit is used for shoulder firing from a position on the fire 
step. If tanks overrun the position the gunner crouches in 
the lower pit and the assistant takes cover in his own foxhole. 


Table XV. Bill of Materials, 50 caliber Machinegun Emplacement (7 feet by 7 feet) 


Poet-Cap-Stringer Construction Dimension Timber (fig. 57) 





























No. Nomenclature | Rough size Quantity 
1 [on PNEU EE ышын Мыш аа 6”Х8”х7-0” 2 
2 ФИ ааа ааа 0082522) 6"X8"x' '-0" 2 
3 Post. Са Se eee С? 6" X6" XG '-4" 6 
4 Stringer. 2s 2s sos sey ------.| 6”Х6”Х7-0” 14 
5 Braces аа нн 3” x6" X7 '-0" 2 
6 Brale sisan сысы vox -----| 3°Х6”х6'—0” 2 
7 Fillet лье nds Posen ce] OB" 5675470 1 
8 Spreader.......... Ele УА ...| 3"X6"x5'-6" 1 
9 Spreaders... аван 3" X6" x6 '-0" 4 

10 Spreader........... M dU 3" x6" x2 9" 2 

11 саб. ео yau sms База ды 3” X6" X1'-0" 4 

12 Вгасе...........-...- Зарына аса 3" X6" x7 '-0" 2 
13 Nails. LS mamaru asus oss 100d 20 Ib 

14 Майны аа аа e trim ed 60d 15 Ib 

18 Tarpáperz.. uy аа 100-ft. roll 3 rolls 
16 Apron eap...... .....- lese huis 6" X8" х4 '-3" 3 

17 Розі; сш банак ана аа ра ext 6" x6" X3 '-0"* 6 

18 Stringor...... HER ИАА! ЕЕ 6" X6" х7 ' to 18' 12 

19 Footer........-.---.-.----- --------| 8" 6” 1/0" 6 

20 Footer........ PEE. TEX PT 3" x6" x2'-0" 12 

21 Driftpin...... samasaa ЫЕ ilte 19” X16" 6 


*Actual post length varies with terrain conditions; 3 '-0” is long enough for any site. 
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Construction Notes 
Body 


. Place sills 2 in parallel trenches in floor of emplacement, 

. Nail posts 3 to sills 2. 

. Drill driftpin holes in cap 1 and secure сар to posts. 

. Add scab 11 and spreaders 8, 9. 

. Complete framing by adding braces 5, 6, 12 and spreaders 10, 
. Nail stringers 4 to cap 1. 


Apron 


. Position footers level in hole. 

. Nail posts 17 to footers 19, 20, 

. Nail apron сар 16 to cap ! and posts 17. 
. Nail stringers 18 to cap 16. 

. Typical overhead cover to be used. 
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Table XVI. Bill of Materials, 50 caliber Machinegun Emplacement ng feet by 7 feet) 
Post-Cap-Stringer Construction—Round Timber (fig. 5 





Material list 














No. Nomenclature Size Quantity 
1 Sill шс аа ата Е 10” х8 '-0" 2 
2 Posteo заа ъан РД 10" X6 '-8" 4 
3 Сарасы -..| 10"X7'-0" 2 
4 Зргеа4ег__--------------- НЕ 6" х5'-6” 6 
5 Втасе----__--- сы Forme ео, _--| 6"x6'-10" 2 
6 Вгасе----------------- Dursdnc con -..| 6"x8'-10" 1 
7 Spreader______-_-_-.-_--------- ---.-| 10”Х5-6” 2 
8 Stringer____.-- Зы A po .....] 8"XT'-0" п 
9 Apron sil]_____-.----.._--------- -..-.| 10"X5'-0" 3 
10 Apron post--------------------- -.---| 8"X4'-0"* 6 
11 Apron сар--------------- Eme er 8" X4 '-8" 3 
12 Apron в{тїпдег-------—--.------------- 6" X8" to 13” 12 
13 Driftpin.......... . LL. Uu fI. aa 14” X16” 24 
14 Мааса 100d [.......-- 
15 NàilB: е аа ағады ына 609d ДҘД1.... 
16 Tar paper_____ ЕРКЕККЕ КЕК НЕН ah 100 ft roll 3 rolls 














* Actual post length varies with terrain conditions; 47-07 is long enough for most sites. 


Construction Notes 
. Assenible right and left framing near emplacement site (parts 1, 2, 3, 4, 5, 6). 
. Manhandle right and left side frames into correct position in the emplacement. 
. Complete framing by adding spreaders (parts 4 and 7 and brace (part 5)). 
. Assemble аргоп supports (parts 9, 10, 11 near emplacement site). 
Manhandle apron supports into correct position in the emplacement. 
Add stringers (parts 8 and 12). 
. Drill 94” diameter holes for driftpins. 
. Flatten logs where nailing surface is required (notch approximately 1” deep). 
. Typical overhead cover to be used. 


DONDA AN 


b. Emplacement With Light Overhead Cover. The two-foxhole em- 
placement shown in figure 60 provides light overhead cover for the 
crew, except when actually firing. The overhead cover is supported as 
described in paragraph 40. The gunner occupies the hole on the left; 
the assistant the hole on the right. If the position is in danger of being 
overrun by tanks the weapon may be taken into the foxhole. 


c. Emplacement With Heavy Overhead Cover. Providing heavy 
overhead cover for a rocket launcher is impracticable because heat, con- 
cussion, and other effects of the black blast prevent firing it from a 
confined space. If such protection is desired when the weapon is not 
being fired a small personnel shelter with heavy overhead cover may 
adjoin the weapon emplacement, 


64. Emplacements For Rifle, 106-MM 


The 106-mm rifle is usually mounted on a 1⁄4-ton truck and is treated 
as а self-propelled weapon, so far as emplacements are concerned. 
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Since the weapon must be kept mobile because its characteristic black- 
blast reveals its position and requires it to be moved after a few 
rounds, its normal employment,is as a roving weapon, firing а few 
rounds from one position then moving to another. In a defensive 
operation several open pits should be construeted with concealed routes 
from these firing positions to a concealed shelter position with over- 
head cover. The weapon remains in the shelter until needed, then, after 
firing, 16 is moved to another firing position or back to its shelter. The 
firing pit should protect the sides and front of the body of the vehicle 
with the rifle about parapet level. 'The rear should be ramped so the 
vehicle can displace rapidly. The covering shelter is constructed using 
standard shelter designs. Figure 61 illustrates a typical firing posi- 
tion for the recoilless rifle. 


65. Emplacements For 81-MM Mortar, M29 

The emplacements illustrated in figure 62, are circular in shape with 
the sides of the emplacement sloping inward toward the bottom. The 
floor slopes to the drainage sump which is located under the open gap 


naL APPS 





' 
, 226 
2 3.5" ROCKET LAUNCHER 
ЕМРЕАСЕМЕМТ 
(МОТ ТО SCALE) 


Figure 60. Two-foxhole emplacements for 8.5-іпеһ rocket launcher with light 
overhead cover. 
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106 MM RECOILESS RIFLE POSITION 
JEEP MOUNTED 


(D MOUNTED ON № том TRUCK 


Figure 61. Emplacement for 106-mm rifle. 


in the parapet. Ап ammunition ready rack or niche, located so that 
it is convenient for the gunner, is built into the side of the emplace- 
ment. The bottom of the ammunition rack is elevated from the floor 
of the emplacement. Another ready rack may be constructed in one 
side of the trench leading to the position. The initial emplacement is 
revetted using sandbags and the improved emplacement is revetted 
using corrugated metal. Before constructing the parapet, the mortar 
is laid for direction of fire by the use of an aiming circle or alternate 
means. Aiming stakes are then normally placed out at a referred deflec- 
tion of 2,800 mils. The parapet is then constructed, leaving a 3-foot 
gap for the line of sight. This imaginary line of sight should be so 
positioned that it is 1 foot from the right edge of the gap. This will 
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allow an approximate 1,500-mil sector of fire without moving any 
portion of the parapet. The parapet should be not more than 20 inches 
high and a minimum of 36 inches wide. Dirt should not be placed within 
114 feet of the edges of the sighting gap; in order that sandbags posi- 
tioned here may be removed to provide a greater sector of fire when 
necessary. Ап exit trench may be constructed leading to personnel 
shelters and to other mortar positions. 
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106 ММ RECOILESS RIFLE POSITION 
GROUND MOUNTED 





(2) ON GROUND MOUNT 


Figure 61—Continued. 
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LINE OF SIGHT 


AMMUNITION NICHE 


(D) INITIAL EMPLACEMENTS 


Figure 62. Emplacement for 81-тт mortar. 
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(2) IMPROVED EMPLACEMENTS 


Figure 62—Continued. 
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ВЕМЕТМЕМТ DETAIL 
(5) IMPROVED IMPLACEMENTS 


Figure 62— Continued. 
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Table XVII. Characteristics of Crew Served Injantry and Artülery Weapons 
Emplacements 





Protection afforded 1 





Nuclear weapons effects? 














Conventional weapons effects? 






Total construction time in man hours for 
construction with D-handle shovels and 

ordinary carpentry tools * Revetment materials 
for cover support only 























Weight and volume of materials 





Complete 
revetment 

















E Revetment mate- Corrugated Sized Corrugated Rized 
Type of emplacement or shelter Nuclear radiation rials for cover Complete metal Jumber metal lumber 
transmission factors Fortifi- support only revetment No construction $ construction construction * congtruction 
cation Thermal Tracked Artillery revet- 
pro- effecta vehicles fragments ment 
. . tection Corru- materiale 
Initial | Initial |Residual| factor Sized | gated | Sized used | Weight | Volume | Weight | Volume | Weight | Volume | Weight ; Volume 
gamma | neutron | gamma + lumber | metal | lumber (b) | (eu. ft.) | Ob.) [|(euft)| (b) (cu ft) | db.) | (cu ft.) 
constr. | constr. | constr. 
CHARACTERISTICS of CREW SERVED WEAPONS EMPLACEMENTS 
Open automatic rifle ешрізсешепі....... 0.1 0.3 0.1 65 Very вос... ---- Good. ......... DIST <зезавыдасыны N/A N/A 7.0 8.0 4.0 N/A N/A N/A N/A 170 3.0 200 6.0 
Automatic rifle emplacement with 18” | 0.07 0.2 0.02 55 Very good......| Virtually none..| Good.............. 4.0 5.0 6.0 7.0 N/A 45 0.5 70 2.0 220 4.0 270 10.0 
оі cover. 
Open horseshoe type .30 cal machinegun | 0.15 0.4 0.1 70 Good. ........- Fair........... Fair to good. ....... N/A N/A 5.0 7.0 2.0 N/A N/A N/A N/A 280 5.0 450 14.0 
emplacement. 
Open 2 one-man foxhole type light | 0.1 0.3 0.1 65 Very good...... Good. ......... Good. ........ .----| N/A N/A 6.0 7.0 4.0 N/A N/A М/А М/А 530 10.0 640 20.0 
machinegun emplacement. 
Horseshoe type light machinegun em- | 0.06 0.2 0.003 55 Very good_. Вага Very во04.......... 9.0 11.0 11.0 14.0 М/А 190 4.0 250 7.0 720 13.0 890 27.0 
placement with full cover. 
2 one-man foxhole type 16, machinegun | 0,015 0.03 0.0005 30 Excellent....... Good.......... Excellent........... 15.0 22.0 19.0 28.0 N/A 250 2.5 630 20.0 520 7.5 850 30.0 
type emplacement with 1⁄4 cover and 
adjoining shelter. 
Cireular type .50 cal machinegun em- | 0.3 0.5 0.15 80 Ғат........... FWt......2:22 Fair.....-......... М/А М/А 14.5 16.5 10.0 М/А М/А М/А М/А 300 5.0 420 13.0 
placement. 
d type emplacement for 8.5 rocket | 0.3 0.5 0.15 80 Feir..........- Fair..........- Fair....-..--...... N/A N/A 5.0 6.0 3.0 М/А М/А М/А М/А 110 1.0 160 5.0 
uncher. 
81-mm mortar emplacemmt. ........... 0.4 0,7 0.3 85 Good. ..--..... Virtually none..| PFair............... N/A N/A 12.0 N/A N/A N/A N/A N/A N/A 216 3.0 N/A N/A 
4.2-inch mortar emplacement........... 0.4 0.7 0.3 85 Соо4-----.---- Virtually попе..] Рыг..-.----------- М/А М/А 29.0 М/А М/А М/А N/A N/A N/A 370 6.0 N/A N/A 
Recoilless rifle position (mounted). ...... 0.4 0.6 0.2 80 Fair.....-..... Virtually none..| Fair.......-....... N/A N/A N/A N/A 30.0 М/А М/А М/А М/А М/А М/А М/А М/А 
Recoilless rifle position (dismounted)... _ 0.5 0.7 0.2 85 Fair_....------ Virtually none..| Fair...-...-.---.-- N/A N/A N/A N/A 17.0 N/A N/A N/A N/A N/A N/A N/A N/A 





CHARACTERISTICS of ARTILLERY WEAPONS EMPLACEMENTS 








105-mm howitzer emplacement. -.......- 


155-mm howitzer emplacement_...-.--.. 


1 Protection afforded assumes the occupants of fortifications are іп the most protected posson of 


their fortifications. For most fortifications protection decreases as the angle of sight from 
to the center of the weapon burst increases. 


3 For blast effects, see paragraph 16. 


te. For direct fire weapons effects, see paragraph 9, 
b. For close combat weapons effects, seo paragraph 7. 


4 Assumes normal digging capability in daylight with treined troops. 
š Assumes fallout is kept out of hole at surface level by some sort of cover. 
* May include wooden framing and braces. 


Note. Classification of Fortifieations by Attenuating of Residual Radiation. 


position 


a. Fortifications may be generally classified according to their attenuation of 
residual radiation. Such classification is shown below: 


Fallout Attenuation Classifications 


Transmission factora Classification General guidance in high level radiation field 
Less than 0.001----.-- Excellent........ Remain in place. 
0.001 to 0.005_-..-.--- Good. .......... Probably remain in place. 
0.005 to 0.01... .. Жат:2-:522--2-2 Probably leave position at optimum time. 


More than 0.01......- Рога Leave position at optimum time, 


А 
ГА 


b. А general idea of the dose to be expected with the classifications shown above is 
tabulated below, using а fallout arrival time of Н 4-1 and a stay time of 96 hours. 
Under these conditions the total incident dose in rem is exactly three times the dose 


rate of Н--1. Assuming an Н 4-1 dose of 5,000 rem/hour: 
Interior Dose for Various Fallout Classifications* 
Classification Total Dose 
Exoellent-. u... U... O сырат адада cece Less than 15 rem* 
Go0d. c stn С сама майы аша ыс 15 to 75 rem* 
FUIL аа анна А ааа ЦЕ 75 to 150 теп” 
О И izes he tnd ЕО More than 150 rem* 


*See conditions in appendix II onjfortification protection factor. 








N/A 


66. .Emplacement For 4.2-Inch Mortar, M30 


Construction of the 4.2-inch mortar emplacement is identical to 
that of the 81-mm mortar emplacement except for changes in dimen- 
sions as indieated in figure 63. 


67. Protection Afforded 


A tabulation of the proteetion afforded by each emplacement is in- 
cluded in table XVII. 


68. Progressive Development 

Crew served infantry weapons emplacements are progressively de- 
veloped as shown in a through c below. 

a. Open Positions. 'The initial stage of the development of an em- 
placement, when under fire or threat of immediate attack, is the excava- 
tion of an open shallow pit. 

b. Positions With Light Overhead Cover. This stage begins with 
deepening and revetting pits for gunners. Along with the revetment, 
supports are installed for such overhead cover as is included in the 
eventual plan. The overhead cover actually constructed during this 
stage should be the appropriate portion of the heavy overhead cover 
as described in paragraphs 36 through 40. 

c. Positions With Heavy Overhead Cover. When intended for event- 
ual heavy cover, squared timber (or round log posts) and plank sheath- 
ing are installed during the revetting operation. Timber or log struc- 
tures are installed when practieable, using post-cap method of con- 
struction, with either stringer or laminated roofs, to receive the over- 
head cover. 


69. Shelters 


Shelters are not used to provide protection for erew served infantry 
weapons while firing. Shelters may be construeted nearby or adjoin- 
ing for use by the crew when the weapon is not being fired. 


70. Combat Equipment 

Radios, switchboards and other combat equipment are usually pro- 
tected if the user or wearer of the equipment is protected. Photographic 
film and certain transistor powered communications equipment may be 
adversely affected by levels of radiation below that which will cause 
personne] casualties. The instruction manual on these items should 
be consulted to determine any special protection required, 


71. Combat Materiel 


Protection for POL, rations, ammunition, and other combat mate- 
riel may be provided by the use of standard shelters or trenches. 
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ALL DIMENIONS АМО REMARKS ARE THE SAME AS 
THOSE ON THE ВІММ MORTAR EMPLACEMENT 
EXCEPT THOSE NOTED. 


Figure 63. Emplacement for 42-inch mortar. 
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CHAPTER 10 
ARTILLERY WEAPONS 





72. Сепега] 


Protection for artillery weapons is provided by emplacements which 
permit maximum flexibility in the delivery of fire, and at the same time 
protect the weapon and its crew against the effects of conventional 
and nuclear weapons. The protection afforded by each of the emplace- 
ments described below is tabulated in table ХУП. 


73. 105—155 Howitzer 


The emplacement for these weapons consists of a circular pit, of 
the dimensions and layout shown in figure 64. This figure shows the 
emplacement in its final stage of development. Paragraph 78 dis- 
cusses the progressive development of the emplacement to this stage. 


74. 8-Inch Howitzer, 155-MM Gun 


Emplacements for these weapons are shaped like the sector of а 
eircle, pointing in the direction in which the weapon will fire as shown 
in figure 65. The direction of fire is determined and marked prior to 
the construction of the emplacement. If the required sector of fire 
exceeds that which can be achieved by traversing the weapon, the 
rear of the emplacement is widened to permit shifting the trails. 


75. 280-MM Gun 


Pit type emplacements are not used with this weapon. It is usually 
emplaced at ground level. 


76. Self-Propelled and Tank Mounted Weapons 


a. Large caliber self-propelled weapons have a very limited traverse 
without turning the vehicle, and for this reason it is seldom practical 
to construct emplacements for them. When positions are prepared a 
sloped ramp is incorporated into the position to facilitate the vehicle’s 
entry into and withdrawal from the gunpit. When operating in ex- 
tremely cold weather, flooring or graveling the pit may be necessary so 
that the tracks of the vehicles will not freeze to the ground. The rear 
of the pit and the sloped ramp should be widened sufficiently to permit 
driving the vehicle in at an angle in order to compensate for the limited 
traverse of the weapon. 
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Figure 64. 105-155-mm howitzer emplacement. 
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PARAPET DIMENSIONS 
BASE — 5-6" 

TOP — 3-0 
HEIGHT — 3'-6"- 4-0! 


50 CAL MG 
W/M63 MOUNT 







TRAIL LOGS FOR ff 6" DEEP 
6400M TRAVERSE PERSONNEL 
ANDER ON SHELTER 









зра 2 42 о 
KJ AMMUNITION = °STOVE 


oR 


ESCAPE HATCH 
55 GAL. DRUM 


EARTH HEAPED AGAINST 
DRAIN FROM TRAIL LOG REVETMENT, COVERED 
LOGS CIRCLE MADE WITH LAYER SANDBAGS TO 


FROM 105 MM PREVENT EROSION 
STEEL CANNISTERS 


@ COMPLETED EMPLACEMENT 


Figure 64—Continued. 


b. А self-propelled weapon mounted in a revolving turret is em- 
placed or protected in the same manner as any other vehicle. Natural 
defilades such as road cuts or ditches are used where available. In 
open areas, parapets are provided to protect the sides and front of the 
hull of the vehicle, and the rcar is left open. The simplest form of a 
dug-in position of this type is shown in figure 66, Whcrever possible 
such positions are constructed and oceupied during darkness, with all 
camouflage being completed before dawn. The emplacement normally 
includes foxhole protection for personnel on relief, preferably connected 
with the emplacement by a short trench. 


À dug-in emplacement of this type should have the following: 

(1) An exeavation deep enough to afford protection for the tracks 
and part of the hull of the vehicle with maximum thickness 
of parapet at the front of the emplacement and the rear left. 
open for entry and exit of vehicle. 
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Figure 65. 8-inch howitzer, 155-mm gun emplacement. 
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Figure 66. Dug-in emplacement for self-propelled weapon. 


(2) Inside dimensions just large enough to permit entry and exit 
of vehicle. For self-propelled artillery weapons sufficient space 
must be available for storage of ammunition and movement of 
cannoneer. 

(3) An inside depth permitting the weapon to depress to its mini- 
mum elevation. 

(4) Barrel stops, if necessary, to prevent fire into adjacent units. 

(5) Provisions for drainage (if possible) and frostproof flooring 
is required to prevent tracks from freezing to the ground. 
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(6) If it is necessary to deliver fire at elevations higher than per- 
mitted by the carriage design, the floor must be sloped upward 
in the direction of fire. 


77. Shelters and Accessory Structures 


a. Ammunition Shelters. А cut and cover, post-cap-stringer type 
structure such as is ilhistrated in figure 47 may be used with overhead 
cover as an ammunition shelter in conjunction with all types of weapons 
emplacements. 

b. Personnel Ready Shelter. The personnel ready shelter is similar 
to the ammunition shelter. 

с. Accessory Structures. Accessory structures, such as fire direction 
centers and switchboard shelters, are constructed using standard shelter 
designs. 


78. Progressive Development 

Artillery weapons emplacements are constructed so as to allow for 
continuous improvement im order to provide additional protection and 
comfort in the event of prolonged occupation. These emplacements 
are developed in stages as described a through d below. 

a. Stage 1. This stage provides open foxholes for the protection of 
the crew and open emplacements for infantry weapons used to defend 
the position. Provision is made for only minimum essential shifting 
of the gun trail and ammunition is stored in the open. Stage-one em- 
placement for a 105-mm howitzer, is illustrated in 1, figure 67. 

b. Stage 2. This stage provides trail logs for all around traverse of 
the weapon, a low parapet to protect the weapon, and covered emplace- 
ments for the crew, defensive weapons, and ammunition. Stage-two 
emplacement for а 105-nim howitzer, is illustrated in 2, figure 67. 

с. Stage 8. In this stage a parapet revetted on the inside which 
permits all around direction fire is provided. Work is begun on 
covered shelters for personnel and ammunition, Stage-three emplace- 
ment for а 105-mm howitzer, is illustrated in 3, figure 67. 

d. Stage 4. In this stage revetment is provided for the ground fight- 
ing positions and for the outside and top of the parapet. Overhead 
cover 13 also provided for the personnel ready position and the ammuni- 
tion shelter. Stage-four emplacement for à 105-mm howitzer, is illus- 
trated in 2, figure 64. 

е. Use of Overhead Cover. In general, it is usually difficult to pro- 
vide overhead cover for artillery weapons. The widths and heights in- 
volved make such construction impractical under most conditions. Such 
overhead cover would also unduly restrict the firing capability of the 
weapon. In addition, under most conditions, it is not desirable to 
excavate an emplacement for the weapon much below ground level or 
to construct a high all-around parapet for the following reasons: 
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(1) А high all-around parapet restricts the direct fire capability 
of the weapon. 

(2) Emplacements excavated below ground create difficulty in 
providing for the rapid removal of the weapon from the cm- 
placement. | 


4 M eir trag UM E 
2 EMPLACEMENT 





Figure 67. Progressive development о] 105-mm howitzer emplacement. 
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CHAPTER 11 
ACCESSORIES FOR EMPLACEMENTS AND SHELTERS 





Section |. FIRING PORTS 
79. Open Apertures 


а. Apertures above the ground surface are generally undesirable be- 
cause of their vulnerability to both nuelear weapons and direct fire 
conventional weapons and because of the difficulty of concealing them. 
In some cases however, the requirement to be able to fire or observe 
while under indirect artillery fire may be a prerequisite and apertures 
may be necessary. The location and size of an aperture are determined 
primarily by the operational characteristics of the weapon and by the 
desired field of fire. Large apertures permit better coverage of fields 
of fire but are more vulnerable to enemy weapons. 

b. Figure 68 shows schematically three methods of placing sandbags 
or similar materials in and around apertures to provide lateral pro- 
tection. Their advantages and disadvantages are as follows: 

(1) Type А (fig. 68) provides better observation than the others 
but is more difficult to conceal because of its wider outer open- 
ing. The type is not used in hard materials, such as masonry, 
which might deflect bullets or fragments into the gunner's 
face. It may be used for ports intended for observation only. 
These require less height than firing ports and for this reason 
аге easier to conceal. 

Type B (fig. 68) the reverse of type А, has its widest opening 
toward the inside of the emplacement. Of the three, this type 
affords the most protection but it requires the most change of 
position of the gunner or the weapon. It is used only whore 
fields of fire are relatively restricted in width or in relatively 
thin masonry walls. 

Type C (fig. 68) is a compromise between types À and B. It 
provides an adequate angle of vision and does not require 
excessive movement of the gunner or the weapon. It is used 
in loopholes through earth parapets and may also be used in 
walls that are too thick for satisfactory use of type B. In 
hard materials the outer part of the opening is formed in 
steps, to reduce deflection of bullets or fragments into the 
emplacement. 

c. The angle of fire provided by these apertures may vary according 
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Figure 08. Types of apertures. 
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to the situation. With types А and B it is usually limited {о 60°, 
30? to the right and to the left of the principal direction of fire, but 
type C ean readily be arranged for a 90? angle of fire. The smallest 
width is usually 4 inches. 


80. Shuttered Apertures 


Apertures may be shuttered when not in actual use, for conceal- 
ment, for protection against fragments and against some of the effects 
of nuclear weapons, or for both concealment and protection. An open- 
ing in a wall or parapet is readily recognized by its rectangular shape 
and, in a position with overhead cover, by its dark background. Any 
covering, such as an empty sandbag on a light wooden frame, provides 
concealment and is otherwise satisfactory in some situations. More 
substantial material, such as a steel plate or several layers of plank, 
is required for protection against fragments or bullets. 


81. Antigrenade Netting 


A grenade net fastened to the overhead cover above the aperture and 
sloped toward the enemy to a sump provides excellent protection 
against grenades the enemy may attempt to throw into the emplacement. 
Chicken wire or camouflage netting is satisfactory for the purpose. 
Such a netting does not interfere with the firing of weapons, but does 
prevent troops within the emplacement from throwing grenades. 


82. Aprons 


Additional protection and effectiveness can be provided for an em- 
placement with overhead cover by constructing aprons over the aper- 
tures as illustrated in figure 69. The apron makes the emplacement 
much easier to conceal and aids materially in hiding the flash from the 
weapon. The overhead cover can be extended out on the apron mak- 
ing the thickness over the emplacement itself considerably greater. 
The length of the posts is adapted to the contour of the ground and the 
required field of fire for each position. Aprons will normally be quite 
vulnerable to blast from nuclear weapons. 


Section ІІ. ILLUMINATION 


83. Flame Illumination 

Sources of light that employ flame include gasoline lanterns, candles 
and kerosene lamps. Open-flame lights consume oxygen and, for this 
reason, are not satisfactory for prolonged use in unventilated or poorly 
ventilated emplacements or shelters. 

а. Gasoline Lanterns. Gasoline lanterns provide a very satisfactory 
open-flame light. If used extensively, it is advisable to procure un- 
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(Т) PLAN "д" DASH LINES SHOW HOW А 
A DOUBLE APERTURE WOULD 


| ВЕ CONSTRUCTED 







EMPLACEMENT 


VARIABLE TO CONFORM WITH 
SLOPE OF FOREGROUND 


POST NOTE: THE LENGTH, WIDTH AND 

ANGLE OF THE APRON WITH 
GROUND THE GROUND DEPENDS UPON 
LEVEL 


THE GROUND AROUND THE 
EMPLACEMENT AND THE 
FIELD OF FIRE OF THE 
QUA WEAPON WITHIN THE 

(2) SECTION "AA EMPLACEMENT. 


Figure 69. Apron for standard emplacement. 


WAX FROM WATERPROOF WRAPPING 






WIRE 
WICK SUPPORTED BY WIRE 


Figure 70. Improvised candle. 
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treated gasoline for fuel locally or from а quartermaster unit; the use 
of treated motor gasoline blackens mantles. 

b. Candles. Candles are not satisfactory for extensive use as open- 
flame light but should be available for emergency use. Candles with 
suitable holders are the best type of flame illumination for frontline 
positions. Candles сап be made from the water proofing wax that 
covers certain items, such as parts for equipment and weapons. This 
wax is collected and placed in a shallow can such as the jam can from 
types of field rations. A felt wick is placed in the can and supported 
by a wire or small metal strip as shown in figure 70. 

c. Kerosene Lamps. Kerosene lamps сап be improvised using a ration 
can and empty cartridge as shown in figure 71. 







30 CALIBER CARTRIDGE CASE 
WITH END REMOVED 


LID OF RATION CAN 
FORCED DOWN OVER 
BOTTOM 


ROLLEO CLOTH WICK 


KEROSENE 


Figure 71. Improvised kerosene lamp. 


84. Electricity 

a. Electric lights provide the most satisfactory illumination for 
shelters and emplacements but are usually not feasible for front-line 
installations because of light security regulations. Sources of current 
include dry-cell batteries (flashlights and instrument lights), wet-cell 
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batteries (automotive equipment electric systems), and portable elec- 
tric generators. Dry-cell batteries provide silent operations; the other 
sources require engine driven generators which may disclose the posi- 
tion by their sound. When the engine can be provided with a flexible 
exhaust tube, much of the noise can be eliminated by placing the end 
of the tube in a hole similar to a fox-hole and covering the hole with 
boards or similar material. The engine noise of portable generators 
may be reduced by inclosing the generator in а shelter or other excava- 
tion. The inclosure requires an ample air supply and ventilation, for 
earburetion and cooling. 


b. In rear areas or in nonfighting positions where some noise is per- 
missible, portable generators are used to provide current. In this type 
of installation the generators must operate continuously during the 
hours when illumination is required. Standard portable electric gener- 
ators are provided in tables of organization and equipment for certain 
units. They supply 115-volt, singlephase, 60-cycle alternating cur- 
rent, for which wiring and fixtures, with adequate fuse protection, must 
be installed by qualified personnel. Wire types must be suitable for 
exposure to dampness, and wire sizes must be large enough to avoid 
excessive voltage loss in lines. Standard 115-volt incandescent bulbs 
ean be used with 110-115-volt alternating current. 


e. If noise is permissible during a few hours in each 24-hours period, 
emplacements in forward areas may be illuminated by 6- or 12-volt 
automotive type bulbs supplied by wet-cell automotive storage bat- 
teries, to be charged daily by small standard generators, each with a 
battery charger. This permits continuous use of lights if necessary, 
with intermittent generator operation. Due to the small capacity of an 
arrangement of this type, lights are small and are used sparingly. Long 
lines of wire are avoided by installing a generator-charger. 


d. Expedient lighting systems may be developed from salvaged parts 
of wrecked vehicles. Vehicle headlights may be used as overhead lamps; 
and by operating the motor intermittently, the battery of the vehicle 
provides electric current. 'The generator charging rate should be set 
at the highest position permitted by the capacity and condition of the 
battery. А muffled automotive engine makes less noise than the engine 
of the standard generator sets. 


€. А very useful lighting expedient consists of a 25-watt, 110-volt 
incandescent bulb connected to the 90-volt terminals of a dry battery 
provided with such terminals and used in some types of radio equip- 
ment. Such batteries have a short life in radio service, but when un- 
servicable for use in radio, they will provide intermittent illumination 
from a 110-volt bulb for an additional several hours. 
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Section Ш. ENTRANCES 


85. Blast Protection 


The conditions which influence blast effects on fortifications are so 
varied that only general rules for entrance design may be given. Com- 
pletely blast proof entrances for field fortifications are generally not 
feasible because of the strong construction required. Small, baffled 
entrances and entrances with baffles or right angle turns will reduce drag 
forces inside, keep debris from being thrown in and will provide some 
reduction in inside overpressures. Entrance ways should be strong 
enough so that the structural members of the entrance itself are not 
blown into the shelter. Overpressures within shelters, can vary from 
less than half to twice the incident overpressure. 
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Figure 72. Blasi traps in a tunnel type entrance. 
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86. Protection From Chemical and Biological Agents 


In order to provide the oceupants of emplacements and shelters виї- 
ficient protection from chemical and biological agents so that the wear- 
ing of protective masks is not necessary, special construction of shelter 
entrances is required. The construction of such entrances is covered 
in TM 3-350. 


87. Light Security 

If light proof blast baffle walls or gasproof air locks are not provided, 
blackout curtains should be installed in the entrances to all shelters to 
prevent light leakage from disclosing the position. To be most effective, 
blaekout curtains are hung in pairs so that one shields the other and 
prevent light leakage when a person passes through the entrance. 
When other materials are not available, issue blankets may be used as 
blackout curtains. 


88. Emergency Exits 

Emergency exits in larger shelters are desirable in case the main exit 
becomes blocked. Such exits should be made more blast-resistant than 
the main entrance. This can easily be done by making them just large 
enough to crawl through. Corrugated pipe sections or 55-gallon drums 
with the ends removed are suitable for use in constructing this type of 
exit. A simple emergency exit which is highly blast-resistant can be 
constructed by sloping a section of corrugated pipe from the shelter 
up to the surface, bracing a cover against the inside, and filling the 
section of pipe with gravel. When the inside cover is removed, the 
gravel will fall into the shelter, and the occupants can crawl through 
the exit with no digging effort required. 


89. Construction of Air Locks 

Air locks are chambers between two improvised gasproof curtains, 
constructed to reduce the entrance of gas into a shelter when personnel 
enter or leave. The volume of air in the lock is kept to the minimum 
practicable, to reduce the movement of contaminated air into the lock 
when the outer curtain is opened. Figure 73 gives details for an air 
lock of minimum dimensions, suitable for use with most types of 
shelters. Figure 74 gives details for a similar lock for use in aid shelters. 
It is elongated sufficiently to admit a litter with two carriers. Either 
of these structures can be modified to provide additional headroom if 
necessary. If the outer door frame of the air lock projects in front of the 
earthwork of the entrance, the door opening is reduced so that the cur- 
tain is 4 inches wider and 4 inches longer than the door frame. If the 
outer door frame is recessed in earthwork, the door frame may be the 
same width as the improvised curtain. The air-lock framing details 
provide recessed shelves above the door frames to receive the rolled-up 
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eurtains when they are not in use. When gas attacks are expected, а 
brush and а bucket of soapy water (preferably hot) is kept available 
at the entrance of shelters. If the area is contaminated, men scrub 
boots with soapy water before entering shelters. 
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Figure 73. Standard air lock for shelter. 
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Section IV. HEATING 
90. General 


During cold weather it is often necessary to provide some type of 
heat for both emplacements and shelters. Issue stoves are not normally 
available for heating of shelters and emplacements and even if available 
they аге too large to be used in most emplacements. Heating presents 
many problems that must be solved for each particular situation. 
During daylight the smoke gives away the location of a position, and 
at night the light sparks of glow must be shielded. Fuel is normally 
difficult to obtain in forward areas and may have to be transported long 
distances. Most fuels may be burned without a stove but it is never 
safe to have an open fire in a closed shelter. Gases resulting from in- 
complete combustion may be very toxic. АП heating in shelters should 
be by some type of stove which is properly vented to remove the burned 
gases from the shelter. 


91. Fuels 


a. Chareoal is an excellent fuel for emplacernent heating because 
it gives off very little smoke or light and will burn for a long time. It 
is also lightweight, easily transported, and relatively safe to handle 
and use. 

b. Coal is also relatively safe and easy to handle, but is heavy, 
dificult to ignite, and gives off both light and smoke. Coke has some 
of the advantages of charcoal, in that it is lightweight and burns long 
with little smoke or light, but it is more difficult to ignite. 

с. Diesel fuel is usually available and is easily transported but it is 
dangerous to burn as fuel in shelters or emplacements, and it gives off 
both smoke and light. 

d. Gasoline is usually available and easy to transport. It can be 
burned with little or no smoke. It is very dangerous to use in either a 
shelter or an emplacement and gives off light. 

е. Wood is usually the most plentiful fuel. It is easy to handle and 
transport, is relatively safe, and gives good heat. It cannot be burned 
without giving off some smoke and light, however, and there is the 
further disadvantage that large quantities are required compared with 
other fuels, 


92. Stoves 


Some improvised stoves for burning coal, coke, wood, or charcoal are 
shown in figure 75. An improvised gasoline or diesel fuel stove is shown 
in figure 76. This stove provides easily controllable heat with the fuels 
most likely to be available, but can be extremely dangerous if not carc- 
fully operated. ‘This type can be adapted to various types of containers 
if the same principles are employed. The essential items required for 
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FLUE MADE FROM ARTILLERY SHELL 
OR POWDER CHARGE 
PACKING TUBE (METAL) 
WITH END REMOVED 


BODY MADE FROM 
5 GAL. GREASE CAN 


114" SPACES 


PROVIDE HOOK 
TO HOLD LID CLOSED 


From grease can 


Figure 76. Improvised stoves. 
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BODY MADE FROM 
5 GAL. OIL CAN 


PROP DOOR OPEN 
TO CONTROL DRAFT 


From 5-gallon oilean 
Figure 76—Continued. 
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CUT SECTION FOR DRAFT AND CLEANOUT LEAVE TABS AS SHOWN 
INSERT IN SLOT FOR HINGE 


O о 


HINGE LID WITH HEAVY `WIRE OR NAIL 


BEND TAB AS SHOWN 





Bun CUT OFF HALF OF TOP FOR LID 


From 5-gallon oilean—Continued 


Figure 78—Continued. 
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BODY MADE FROM TWO 
.50 CAL. AMMO BOXES 





CUT OUT SECTIONS 
TO TAKE FLUE 


From two .50 cal ammunition boxes 


Figure 74—Continued. 
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BODY MADE FROM 
ARTILLERY FUSE BOX 


From fuse box 


Figure T6ó— Continued. 


the construction of this stove are a petcock and a piece of copper fuel 
tube long enough to supply fuel from an improvised tank located outside 
the shelter and at a safe distance from the entrance. The tube and tank 
can be obtained from a wrecked or salvaged vehicle. The stove is 
downdraft type and special instructions are required for its proper oper- 
ation. To light the stove, close off the air and fuel intake at the top of 
the stove. Then open the door at the bottom. Next light a piece of 
paper and place it in the stove. Let the paper burn until the stove starts 
to draw well. Then open the air and fuel intake opening at the top of 
the stove and close the door at the bottom. Next open the fuel petcock. 
Adjust the flow of fuel until the stove is burning as desired. At cach 
stove of this type the following warning should be posted: Do not turn 
on the fuel before lighting the stove with paper. To do so may 
cause an explosion or backflash that will burn the person lighting 
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РЕТСОСК FUEL САМ 


COPPER TUBE FUEL LINE 
ASHELL CASE SMOKE PIPE 


Figure 70. Improvised ой burning stove. 


the stove. The cartridge cases and clips in the bottom of the stove 
acts as the igniter. They become very hot after the stove is in 
operation for a few niinutes and then when the fuel flow is cut very 
low, the fuel drips on the hot shell cases and ignites. 


93. Underfloor Heat 


For fuel eeonomy underfloor or radiant heating is the most efficient 
method of heating closed shelters with earth floors. Underfloor heat 
шау be developed in several ways but consists primarily of running the 
smoke vent under the floor of the shelter. The vent should be covered 
by at least 3 inches of earth floor and may be constructed of metal 
boxes or cans with their ends removed or of sheet metal rolled into a 
round pipe. The firebox is dug into the floor of the shelter or dug 
outside the shelter with the flue passing under the floor. Where the 
material is available 2 or 3 vents should be construeted under the floor 
for increased efficiency, as indicated schematically in figure 77. The 
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fire pit may be а dug out with а sheet metal.cover or one of the stoves 
illustrated in figure 75 with а vent at the back instead of at the top 
of the stove. 
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Figure 27. Underfloor heating. 
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PART FOUR 
OBSTACLE EMPLOYMENT 


CHAPTER 12 
GENERAL 


94. Definition 


An obstacle is any terrain feature, condition of soil, climate, or man- 
made object other than fire power, that is used to stop, delay, or divert 
movement. 


95. Purpose 

Obstacles play an important part in warfare. They restrict the move- 
ments of forces, delaying them and requiring them to regroup. Obstacles 
Should not be considered solely аз passive defense measures but should 
be included in the overall defense plan. 


96. Uses 


а. A sufficient number of well sited and concealed obstacles, when 
used in conjunction with antipersonnel mines, can adversely affect the 
morale of the enemy. 


b. When the enemy force attempts to cross an obstacle it must first 
establish a bridgehead. Until this bridgehead is established, the enemy 
is in a vulnerable spot where a defeat could be inflicted by a compara- 
tively small force. 

c. Obstacles arc used offensively to anchor a flank or flanks of an 
advancing unit. They are also created behind enemy lines to delay, 
disorganize, and harass troop movements and communications. This 
latter measure is partieularly effective when the enemy force is with- 
drawing. 

d. If the enemy force has nuclear weapon capabilities, the opcra- 
tional plans of the friendly force may include dispersion, with wide in- 
tervals between units of company size or larger (ch. 5). Such intervals 
should be blocked by a combination of obstacles and fire power. 


97. Classification 


Obstacles are divided into two general classes depending on whether 
they are existing or are eonstructed for the express purpose of hindering 
movement. 
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а. Natural. А natural obstacle is any existing object or condition that 
is used to hinder movement including manmade objects not constructed 
as obstacles but used as such. Natural obstacles include swamps, 
rivers and streams, mountain ranges, climatie conditions, irrigation 
canals, and existing buildings or walls. 

b. Artificial. An artificial obstacle is any manmade object соп- 
structed to hinder movement. Artificial obstacles include minefields, 
antitank ditches, contaminated areas, hedgehogs, road craters, demol- 
ished bridges, and barbed wire. It may be constructed entirely on land 
or partially under water as in the case of beach and river line obstacles. 

с. Obstacles can be divided into 3 groups according to their uses. 
Seldom does an obstacle fall clearly into 1 of these 3 groups. More 
often than not an obstacle serves in 2 or all 3 capacities. This arbitrary 
classification of obstacles merely clarifies their primary uses. 

(1) Protective. Protective obstacles are those obstacles used to 
provide security. Obstacles of this type are usually artificial 
and include such items as wire, minefields, and various warn- 
ing devices. They are intended primarily to prevent the enemy 
from making a surprise assault from areas close to a position. 

(2) Defensive. Defensive obstacles are obstacles used to delay 

the enemy force in areas where it can be engaged with heavy, 
intense, defensive fire. They may be either natural or arti- 
ficial. A defended road block or an obstacle in front of a de- 
fensive position which stops or delays the enemy force once 
it is in range of defensive weapons are examples of this type. 
Defensive obstacles should be covered by appropriate fire, 
kept under observation, and should be employed in conjunc- 
tion with protective obstacles, 

Tactical. Tactical obstacles are obstacles used to break up 
enemy attack formations and channelize the enemy force into 
areas where it is blocked by defensive obstacles or can be 
brought under intensive defensive fires. This tactical obstacle 
delays, harasses or demoralizes the enemy by forcing it to 
employ dangerous or exhaustive breaching measures in areas 
not covered by fire. 


(3 


< 
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CHAPTER 13 


PRINCIPLES OF EMPLOYMENT OF ARTIFICIAL LAND 
OBSTACLES 


Section І. GENERAL 


98. Coordination With Tactical Plan 


Аз previously stated obstacles should be tied in and coordinated 
with the tactical plan. All obstacles should contribute to the success 
of this plan, and all units concerned should know the location of and 
understand the purpose and type of obstacles employed. In addition 
all concerned should know when the obstacles are to be executed, and 
for how long they are to be defended. Only by coordination with all 
elements сап an integrated plan be prepared that will use all elements 
of defense to their best advantage against the enemy. 


99. Covering By Observation and Fire 


а. Observation. If accurate fire is to be delivered on an obstacle 
or obstacle system it must be under observation. The observation and 
defense of obstacles for close-in defense is the responsibility of the 
unit occupying the ground. However, when an obstacle system covers 
a large area, observation is normally the responsibility of roving 
patrols, an outpost system, Army aviation or tactical. air while their 
final defense is a mission for mobile forces than can be brought quickly 
to any point of the system. At times it is not feasible to have an ob- 
stacle under direct observation. When this is the case, warning devices 
or alarm systems such as trip flares, boobytraps, in connection with 
noise makers should be used. 


b. Fire. Covering an obstacle by fire usually means the difference 
between causing the enemy only small delay and annoyance and forcing 
him into a costly engagement. 

(1) Both antivehicular and antipersonnel obstacles should be 
covered by both antivehicular and antipersonnel fire. Fire that 
covers antipersonnel obstacles should not only be capable of 
discouraging breaching, bypass, or capture by personnel but 
should also be capable of stopping any vehicles that may be 
used in the assault. Also, antivehicular obstacles must be 
covered by fire that will not only destroy vehicles but will 
prevent troops from breaching the obstacle and clearing a path 
for the vehicles. 
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(2) Obstacles are best eovered Бу direct-fire weapons, but when 
this is not feasible, observed artillery fire and tactical air 
should be used. Artillery covering obstacles should be pre- 
pared to deliver fire that is effective against both personnel 
and vehicles. When it is impossible to cover obstacles by fire 
they should be contaminated or heavily boobytrapped to cause 
the enemy to employ dangerous and exhaustive breaching 
measures. 


100. Employment in Conjunction With Natural and Other 
Artificial Obstacles 


It is fundamental that an obstacle system should usually be as diffi- 
cult to bypass as it is to breach except when the obstacle is intended 
to divert or deflect the enemy rather than to delay or stop him. If 
this condition is to be achieved, artificial obstacles must be sited to 
take full advantage of natural and other artificial obstacles; also, to 
keep logistic and construetion requirements at a minimum, natural ob- 
Stacles are improved and exploited to their fullest extent as described 
in chapters 15 and 18. 


101. Employment In Depth 


Obstacles do not seriously hamper the enemy's movement until they 
overload or heavily tax his breaching capabilities. This cannot be 
accomplished unless obstacles are employed in depth. With the excep- 
tion of contaminated areas it is usually prohibitive in time and mate- 
rials to construct a large deop area of continuous obstacles. The samo 
end is accomplished by constructing successive lines of obstacles, one 
behind the other, as time and conditions permit. These successive lines 
require the enemy force to continually deploy and regroup, thus dis- 
sipating, channelizing, and dividing its effort until friendly forces can 
destroy it or force its withdrawal. 


102. Camouflage and Concealment 


a. Obstacles should be camouflaged or employed in such a way that 
they come as a surprise to the enemy. When the enemy has no prior 
knowledge of an obstacle, he has to reduce it without benefit of prior 
planning. If the obstacle is defended the defender has the advantage 
of the enemy's first reaction, whicli is usually confusion, and the enemy 
may be caught without the men and material to breach the obstacle. 

b. Proper siting is often the easicst solution to obstacle camouflage 
problems. -Large obstacle systems cannot be concealed by siting alone, 
but when proper advantage is taken of the terrain and the obstacles 
are located in folds of the ground, around blind curves in roads, or just 
over the tops of hills, they can be made inconspicuous from the enemy’s 
ground observation. To help camouflage obstacles from aerial observa- 
tion, regular geometric layouts of obstacles and barrier systems should 
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һе avoided and phony obstacles used to coníuse the enemy as {о the 
exact location and extent oí the system. 

с. Often the best way to conceal an obstacle is to postpone its execu- 
tion or construction as long as possible, yet assuring that it can be 
done properly and in time. This cannot be done when large barrier 
systems are involved but is possible when preparing obstacles to block 
narrow avenues of approach, such as roads or bridges. Obstacles created 
by demolitions lend themselves readily to this procedure. When their 
use is contemplated they should be completely prepared, with firing 
the only thing left for the last minute. 


103. Provision for Lanes and Gaps 


Whenever obstacles are employed around a defensive position or 
area, lanes or gaps through the system are left-and concealed. These 
lanes are provided so that patrols, counterattacks, and friendly troops 
on other missions may move through the system without difficulty. 
Under normal circumstances the lanes or gaps necessary to mount а 
general offensive through the obstacle system are not provided during 
construction, but prepared later when the need for them arises. It is 
of prime importance that there be a sufficient number oí lanes to allow 
for alternate use and that they be concealed and changed periodically 
to insure that they are not discovered by the enemy. Prior plans must 
exist to insure that all lanes or gaps can be blocked quickly when спешу 
action is expected. Lanes and gaps should be covered by fire to preclude 
the possibility of the enemy rushing through them before they can be 
closed. 


104. Affording No Advantage to the Enemy 


Enemy forces may use certain obstacles to an advantage as they are 
breached or assaulted. Antitank ditehes should be so constructed as 
to be useless to the enemy as fighting trenches. Log cribs should be so 
located that the enemy cannot deliver effective fire on defending weapons 
while using the erib as а breastwork. Care should be taken that ob- 
stacles are not located so that the enemy вап use hand grenades against 
the defenders from cover or concealment provided by the obstacles. 
Barbed wire, mines, and boobytraps should be used extensively to deny 
use of апу cover or coneealment that might be provided to the enemy 
by natural or artificia] obstacles. Care should be taken to guard against 
the inadvertent placing of an obstacle which might later hinder friendly 
maneuver. 


Section ІІ. MINEFIELDS 
105. General 


Minefields not only present an obstacle to the advance of the enemy 
but unlike obstacles of a passive nature, can also inflict significant 


TAGO 10025-В, Sept. 1959 159 


casualties; therefore minefields are considered the best form of artificial 
obstacle. The installation of minefields changes favorable terrain to 
unfavorable terrain and materially enhances the strength of the defense 
system. 


106. Types 
Mines and Minefields are covered in FM 5—81 and FM 20-32. 


Section !. BARBED WIRE ENTANGLEMENTS 
107. General 


Barbed wire entanglements are artificial obstacles designed to im- 
pede the movement of foot troops and, in some cases, tracked and 
wheeled vehicles. The materials used in constructing barbed-wire en- 
tanglements are relatively lightweight and inexpensive, considering the 
protection they afford. Barbed-wire entanglements can be breached 
by fire but are rapidly built, repaired and reinforced. 


108. Classification 


Entanglements are classified according to their use and their depth 
and whether fixed or portable, 

a. Use, Entanglements are classified by use as tactical, protective, 
or supplementary. The employment of these types in a defensive area 
is shown schematically in figure 78. 

(1) Tactical. Tactical wire entanglements are sited parallel to and 
along the friendly side of the final protective line. They are 
used to break up enemy attack formations and to hold the 
enemy in areas covered by the most intense defensive fire. 
Tactical entanglements extend across the entire front of a 
position but are not necessarily continuous. 

(2) Protective. Protective wire entanglements are located to pre- 
vent surprise assaults from points close to the defense area. 
As in the case of all antipersonnel obstacles, they are close 
enough to the defense area for day and night observation 
and far enough away to prevent the enemy from using hand 
grenades effectively from points just beyond the obstacle, 
normally 40 to 100 yards. Protective wire surrounds the in- 
dividual units of a command, usually the platoons (fig. 78). 
These entanglements should be connected to entanglements 
around other platoons to inclose the entire defensive positions. 
Protective entanglements are erected around rear-area installa- 
tions in the same manner and to serve the same purpose as 
protective wire around defensive positions in forward areas. 
Protective wire also includes the entanglements which should 
be installed over the tops of installations provided with over- 
head cover (fig. 79). 
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Figure 79. Protective wire installed on top of overhead cover. 


Supplementary. Supplementary wire entanglements are used 
to conceal the exact line of the tactical wire and to inclose 
the entire defensive position by connecting the protective wire 
that surrounds each platoon. Supplementary wire entangle- 
ments used to break up the line of tactical wire should be 
identical to the tactical wire entanglements and constructed 
simultaneously with them whenever possible. 

b. Depth. Entanglements are classified by depth as belts, bands, or 
zones. 

(1) Belt. A belt is an entanglement one fence in depth. 


(3 


— 
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(2) Band. А band consists of two or more belts in depth, with 
no interval between them. The belts may be fences of the 
same type, or the band may be composed of two or more 
fences of different types. 

(3) Zone. А zone consists of two or more bands or belts in depth, 
with intervals between them. 

c. Equivalent Effectiveness. Entanglement depths are also deseribed 
or specified in terms of comparative effectiveness. Tactical wire en- 
tanglements should be equivalent in effectiveness to 3 belts of 4- and 
2-расе double apron fence whenever possible. Protective wire may 
employ any type of entanglement provided its effectiveness is at least 
the equivalent of that of the 4- and 2-pace double apron fence. Supple- 
mentary wire should have an effectiveness equivalent to that of the 
type of wire it supplements. It should be equivalent to tactical wire 
or equivalent to the type of protective wire being used if it connects 
the outer perimeters of protective wire at the flanks and rear. 

d. Portability. 

(1) Fixed entanglements are those types which must be erected 
in place and which cannot be moved unless completely dis- 
assembled. 

(2) Portable entanglements are those types which can be moved 
without complete disassembly. Portable entanglements have 
been developed for one of the following reasons: 

(a) To permit assembly in rear arcas, with case of transporta- 
tion and rapid installation in forward positions. 

(b) For the temporary closing of gaps or lanes which can be 
reopened quickly for patrols or counterattacking forces. 


109. Uses 
a. In the Defense. 

(1) Outpost area. The combat outposts should be surrounded with 
wire entanglements. These entanglements should be carefully 
sited to serve as both protective and tactical wire and must be 
covered by small arms fire. The wire obstacles should be 
supplemented by antipersonnel mines, warning devices, and 
boobytraps. 

(2) Battle position. In the battle area, each company defense 
position is normally surrounded by a wire entanglement which 
is connected laterally across the front to the entanglements 
surrounding the other units in the position. 

(3) Artillery and reserve area. Wire entanglements are used in 
the outer protection of howitzer positions. Heavier weapons, 
and shelters or other installations in the reserve area, are 
similarly protected if justified by the situation. 

(4) Antipersonnel obstacles. Barbed wire entanglements, trip flares, 
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noise makers, and antipersonnel mines аге sited to warn against 
enemy patrol action or infiltration at night; to prevent the 
enemy Írom delivering a surprise attack from positions close 
io the defenders; and to hold, fix or delay the enemy in the 
most effective killing ground. Such obstacles should be near 
enough to defensive positions for adequate surveillance by the 
defenders by night and day and far enough away to prevent 
the enemy from using hand grenades against the defender 
from points just beyond the obstacle. 

b. As Road Blocks. A series of barbed wire concertinas as shown 
in figure 80 will stop wheeled vehicles. A series of these blocks placed 
about, 10 yards apart should be used. The ends of adjacent coils are 
wired together and the obstacle lightly anchored at the sides of the 
road. The block should be sited to achieve surprise. 
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Figure 80. Concertina roadblock. 


с. To Strengthen Natural Obstacles. Deep rivers, canals, swamps, 
and cliffs which form effective delaying obstacles to infantry, and thick 
hedgerows, fences, and woods, which are only partial obstacles, can 
be improved by lacing with barbed-wire, by the addition of parts of 
standard fences on one or both sides, or by entangling with loose wire. 
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Section ІУ. ANTIVEHICULAR OBSTACLES 


110. General 


In defensive positions, antivehicular obstacles are used to obstruct 
gaps between natural obstacles or in lines of considerable length in 
open terrain. These obstacles are usually employed in conjunction with 
wire entanglements, minefields, and other obstacles. Under some con- 
ditions they may be continuous in areas just inland of beaches. Anti- 
vehicular obstacles should not be continuous across the front of a 
position, but should have gaps which can be kept under observation 
and fire and at which flares and other warning devices can be kept 
in operational condition. Such gaps tend to canalize vehicular move- 
ment; they cannot be expected to stop such attacks unless they are 
exploited by observation and effective covering fire. If enemy forces 
are equipped with short gap bridging the effectiveness of antivehicular 
obstacles under 60 feet in width is materially decreased. A narrow 
ditch will halt a unit so equipped only until this organic bridging can be 
brought into play. 


111. Siting 


Antivehicular obstacles are sited to take advantage of trees, brush, 
or folds in the ground for concealment and surprise effect. If they can 
be sited to permit flooding with water, the obstacle becomes more effec- 
tive and helps to deny its use to the enemy as a protected firing posi- 
tion for infantry. In some situations, antivehicular obstacles may also 
be sited for close-in protection, in front or to the rear of the main 
line of resistance and as adjuncts to other obstacles. In such locations, 
vehicles may be separated from their infantry support and are vulner- 
able to antivehicular weapons. 


TAGO 10025-B, Sept. 1959 165 


CHAPTER 14 


PRINCIPLES OF EMPLOYMENT ОР ARTIFICIAL 
BEACH AND RIVER LINE OBSTACLES 





112. Army Responsibility 

In unilateral Army shore-to-shore amphibious operations, army 
forces are responsible for the installation and removal of beach ob- 
stacles. In joint Army-Navy operations, Navy forces are normally 
responsible for installation and removal of obstacles seaward from tho 
one-fathom line at low tide and Army forces have similar responsibility 
landward from the same point. 


113. Ocean Beach Defenses 

Ап assault across an ocean normally involves a ship-to-shore assault 
in which the enemy requires adequate anchorages for assault shipping 
and shore for heaching large landing craft. Where the overwater dis- 
tance is short, however, or where the enemy ean develop а nearby base 
in neutral or unoccupied territory, shore-to-shore operations are prac- 
ticable, using smaller craft able to land troops and vehicles at almost 
any point. Against either of these types of operation, antiboat and 
antipersonnel obstacles at wading depths are desirable in most situa- 
tions. Antipersonnel obstacles so located, however, are not cffective 
against large landing craft if the latter сап beach at the waterline 
or can side-carry floating causeways and use them to get ashore. 

а. Beach obstacles are designed to force landing craft to unload at 
low tide several hundred yards Seg ward of the highwater mark. Thus, 
on beaches with gradual slopes assaulting infantry must eross a wide 
expanse of obstacle-studded beach covered by heavy defensive fire 
before reaching the high-water mark. At high tide, beach and under- 
water obstacles should be covered by just enough water so that they 
cannot be seen by personnel in landing eraft. When landing сга strike 
the obstacles they are disabled and the assaulting troops are foreed to 
disembark in deep water. 

b. Antiboat obstacles are construeted at varylng heights so they are 
about 1 to 2 feet below the surface of the water at high tide, echeloned 
in depth in various arrangements of which those shown in figure 81 are 
typical. 


114. River Line Defenses 
All possible means of crossing are studied, including assault boats, 
footbridges, fixed and floating vehicular bridges, and the use or rchabili- 
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tation of existing bridges. In addition to antiboat and antipersonnel 
obstacles, the defender considers the use of obstacles to hamper the 
enemy's bridging activities and his installation of booms and other 
protective devices to protect bridges. 


115. General Considerations 


а. Siting. The basic requirements for artificial obstacles and their 
employment apply equally to beach and river-line obstacles. Of par- 
ticular importance are the requirements that artificial obstacles be 
used to exploit natural obstacles, that they be inconspicuous, be kept 
under surveillance, and be capable of being covered by fire. Gaps and 
lanes are provided and are marked or referenced for the use of friendly 
troops. The type of antiboat obstacles selected for use should be a 
type which will be effective against the type of boats which can operate 
in the surf, current, and wind conditions to be expected. They are sited 
for maximum obstaele effect at the tide stage at which an assault is 
probable and for maximum effectiveness against amphibious tracked 
and wheeled vehicles. 


b. Beach Slopes. Due to tide and current action, beaches and river 
lines tend to fall into two general types—those with steep slopes into 
deep water, and those with gradually sloping bottoms for a consider- 
able distanee offshore. Each type has advantages and disadvantages 
for the defense. The steep slope prevents debarkation until boats reach 
the beach, but it renders placing underwater obstacles more difficult. 
The gentle slope facilitates placing obstacles but it also allows the 
attacking troops to disembark while still afloat. 


(1) Steep. For beaches with steeply sloping bottoms, provision 
should be made for stopping landing craft offshore in deep 
water. The obstacles may include mines of various types 
anehored just below the waterline, floating log booms anchored 
or tied to shore, which may have mines attached, and heavy 
chains of wire rope stretched between pile dolphins. Preferably 
such obstacles should be submerged so as to be out of sight 
but tide variations may make this impracticable. In such cases 
a compromise must be made between minimum visibility and 
maximum practicable effectiveness. Where possible, provision 
is made for adjusting the height of log booms and the like, 
to conform with water level fluctuations. 

(2) Sloping. For beaches with gradually sloping bottoms, {һе de- 
fense attempts to prevent landing craft from reaching the 
beach or from reaching water or wading depth for personnel 
and vehieles. In addition to obstacles of the types described 
above, in water of wading depth the bottom is covered 
thoroughly with underwater wire entanglements of all бурсе. 
Underwater wire entanglements must be anchored in place very 
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securely to prevent damage from surf or eurrents and so that 
both enemy and friendly fire will tend to form tangles rather 
than to elear lanes. In such entanglements, channels provided 
for passage of friendly small boats may be closed rapidly by 
the use of anchored concertinas or weighted spirals. 


c. Employment in Depth. Beach obstacles are typically established 
in bands in depth, as follows: | 
(1) Antiboat obstacles. These are located from wading depth at 


(2) 


low tide to wading depth at high tide. 
Barbed-wire entanglements. These are placed from wading 
depth at high tide, inshore across the width of the beach. 


(3) Antivehicular and antipersonnel obstacles. These are installed 


(4) 


a 


beginning at low waterline and extending inshore across the 
width of the beach. Mines or other obstacles are normally 
installed at beach exit. 

Antivehicular ditches. These are dug beginning at the inshore 
edge of the beach, where concealment is possible. 

Other obstacles. These are located inshore of the beach area, 
in the same manner as obstacles for land defense. 
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СНАРТЕК 15 


PRINCIPLES OF EMPLOYMENT OF NATURAL 
OBSTACLES 


116. Types 

Natural obstacles include swampy or inundated areas of adequate 
width and depth, rivers and streams, deep loose sand, heavily timbered 
areas, steep banks, slopes and ridges, and climatic conditions. 


117. Advantages and Disadvantages 


Natural obstacles are improved and exploited as fully as possible 
because the construction of artificial obstacles is limited, in most situa- 
tions, by a shortage of time, labor, material, and available transporta- 
tion. Also, some artificial obstacles are made less effective by nuclear 
bursts, whereas most natural obstacles are either unaffected by such 
bursts or are made more effective through contamination. A natural 
terrain feature such as a small stream, an area of soft ground, or an 
uphill slope ean be a very еЙсебіуе obstacle. Natural obstacles fre- 
quently have the advantage of being well concealed and will surprise 
the enemy. Often they can be improved with a minimum of work to 
become very effective against tanks and personnel They can be im- 
proved with less effort and materials than a comparable artificial ob- 
stacle can be built. Such features as heavy woods, steep banks, swampy 
areas, cliffs, cuts, sharp defiles, bodies of water, or large rocks, are 
capable of stopping tanks. Although infantry can negotiate many 
natural obstacles that bar tanks, à combination of artificial obstacles 
with the natural ones will slow down and harass troops. Deep streams 
and wide bodies of water can force troops to use auxiliary methods of 
crossing. Rough terrain tends to canalize movement through valleys 
which can be easily blocked or along the tops of ridges. Where natural 
obstacles are present, a study should be made to improve and incor- 
porate these obstacles into the defense. Artificial obstacles such as 
barbed-wire entanglements and minefields may be employed to extend 
and connect natural obstacles. 


118. Retention of Element of Surprise 

'The enemy must be considered to have adequate knowledge of the 
existing terrain conditions and measures for improvement of natural 
obstacles are most effective if properly concealed or if timed in such 
a way that the element of surprise is retained. 
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PART FIVE 
OBSTACLE CONSTRUCTION 


CHAPTER 16 
BARBED WIRE ENTANGLEMENTS 


Section І. MATERIALS 


119. Standard Barbed Wire 


a. Description. Standard barbed wire is 2-strand twisted No. 12 
steel wire with 4-point barbs at 4-inch spacing (fig. 82). 





Figure 82. Standard barbed wire. 


b. Handling. In handling barbed wire, the standard barbed wire 
gauntlets shown in figure 82 or heavy leather gloves are worn. They 
permit faster work and avoid cuts and scratches, As an added safety 
preeaution, the wire should be grasped with the palm down. 

c. Issue. Barbed wire is issued in reels (fig. 83) containing about 400 
yards of wire. The wire weighs 100 pounds and the reel 5 pounds. In 
building а fence, 2 men handle 1 reel. 

d. Bobbins. Bobbins (fig. 84) holding 30 yards of wire are prepared, 
normally in rear areas, for use in building short lengths of fence and 
in repairing entanglements. In use, 2 men handle 1 bobbin. One un- 
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Figure 83. Barbed илте reel. 


I" TO 1/2" ROUND OR SQUARE 
CROSSPIECES NAILED OR WIRED 






llo" TO 2" ROUND OR SQUARE 


APPROX. 40" 


(D METHOD OF MAKING BOBBIN 





FREE END MARKED WITH WHITE TAPE 
@ COMPLETED BOBBIN 


Figure 84. Barbed wire bobbin. 
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winds the bobbin while the other installs the wire. Two ог more men 
may make the bobbins as follows: 
(1) The bobbin stieks are prepared. 
(2) The reel is rigged on an improvised trestle or other support. 
(3) One man unrolls and cuts 30-yard lengths of wire, fastening 
one end of each to the trestle. 
(4) The wire is wound in figure-of-eight shape on the bobbin 
sticks. 
(5) A piece of white tracing tape should be tied to the loose end 
of the wire to facilitate finding it. 


120. Standard Barbed Wire Concertina 

a. Description. The standard barbed wire concertina (fig. 85) is а 
commercially manufactured barbed wire obstacle made of a roll of 
single-strand, high-strength, spring-steel wire with 4-point barbs 
attached at 24-inch spacing. Wires forming the coils are clipped to- 
gether at intervals so that the concertina opens to a cylindrical shape 
50 feet long and 3 feet in diameter. The concertina is easily opened 
and collapsed and can be used repeatedly because the wire returns to 
its original shape after a crushing force is applied and then removed. 
The wire is much harder to cut than standard barbed wire. The con- 
certina weighs 55 pounds. 

b. Handling. 

(1) To open concertina, The collapsed concertina is tied with 
plain-wire bindings attached to the quarter points of a coil 
at 1 end of the concertina. In opening the concertina, these 
bindings are removed and twisted around the carrying handle 
for use in retying the concertina when it is again collapsed. 
Four men open a concertina and extend it to the 50-foot 
length, with 1 man working at each end and others spaced along 
its length to insure that it opens and extends evenly. When 
necessary, 2 men can easily open a concertina by bouncing 
it on the ground to prevent snagging as they open it. 

To collapse concertina. Two men can collapse a concertina 
in the following manner: First all kinks in coils are removed. 
Loose clips are tightened or replaced with plain wire. To 
close the concertina, 1 man stands at each end of it and places 
a foot at the bottom of the eoil and an arm under the top 
of the coil. The 2 men walk toward each other closing the 
concertina by feeding the wire over their arms and against 
their feet. When closed, the concertina is laid flat and com- 
pressed with the feet. The concertina is tied with plain wire 
bindings. 
(3) To carry concertina. One man easily carries the collapsed 
concertina by stepping into it and picking it up by the wire 
handles attached to the midpoints of an end coil. 
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DETAILS OF BARB 
AND CLIP 


EXTENDED LENGTH 
50 FEET 





CLOSED THICKNESS 
6 INCHES 


Í DIAMETER CLOSEDW 


DIAMETER OPEN 
36 INCHES 


121. Pickets 


Wire entanglements are supported on metal or wooden pickets. 

a. Metal Pickets. Metal pickets are issued in two types, serew and 
U-shaped, and in standard lengths, short or anchor, medium, and long 
(fig. 86). The U-shaped picket is also issued in an extra-long size. 
Pickets in serviceable condition are recovered for reuse, 

(1) Screw picket. The serew picket is screwed into the ground 
by turning it in a clockwise direction using а driftpin or another 
picket inserted in the bottom eye of the picket for leverage. 
The bottom eye is used in order to avoid twisting the picket. 
Screw pickets are installed so that the eye is to the right of 
the picket, as secn from the friendly side. Screw pickets tend 
to be less rigid than other types but are desirable because 
they can be installed rapidly and silently. When silence is 
necessary the driftpin used in installing the pickets should 
be wrapped with cloth. 


Figure 85. Standard barbed wire concertina. 
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SCREW PICKET U-SHAPEOPICKET — WOOOEN PICKETg FT. 


ТЕТ. 
6FT. 
5FT. 
4FT. 
3FT. 


2 FT. 





SHORT LONG | ISHORT LONG SHORT EXTRA LONG 
MEOIUM ME OIUM_EXTRA LONG__LONG 


Figure 86. Pickets for use with barbed wire. 


(2) U-shaped picket. The U-shaped picket is a cold-formed steel 
picket of U-shaped cross section, pointed at one end for driving. 
It is notched for wire ties and the pointed end has a punched 
hole for wires used in bundling the pickets. U-shaped pickets 
are driven with a sledge hammer or maul, using a special 
attachment on top of the picket, to prevent a sledge from 
deforming it and to avoid splitting the head of a maul. Driving 
the pickets is noisy and is slower than installing screw pickets; 
however, noise may be cut down somewhat by placing a piece 
of rubber tire over the driving face of the maul or sledge. 
The pickets are rigid and sturdy when properly installed and 
are preferable to screw pickets in situations where noise is 
not a disadvantage and time is available. The pickets are 
driven with the hollow surface or concave side facing enemy 
fire because small-arms projectiles ricochet from the convex 
side. 

Arctic adapter. For erecting barbed-wire obstacles with U- 
shaped drive pickets under conditions where frozen ground 
prevents driving the pickets, an Arctic adapter is available 
for anchoring the pickets. The adapter is made of steel and 
consists of a base plate equipped with an adjustable channel 
receptacle and 2 anchor pins. It is anchored by driving the 


— 
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anchor pins through holes in the base plate into the ground. 
One anchor piu drive sleeve with driving pin is provided with 
each 20 adapters to facilitate anchor pin emplacement, 


b. Wooden Picket. Expedient wooden pickets of several types шау 


be used. 


(1) 


Round poles 3 to 4 inches in diameter are cut to standard 
pieket lengths, sharpened on 1 end, and driven with a maul. 
The pickets are used without peeling the bark, to prevent 
the wire from sliding on the picket, and to simplify camouflage. 
Longer pickets are required in loose or sandy soil or when 
driving through à snow cover. The driving of wooden pickets 
is not as поізу as the driving of steel pickets, and the noise 
can be reduced further by fastening a section of tire tread 
over the face of the hammer or maul For driving in hard 
earth, picket tops are wrapped with wire to avoid splitting. 
Pickets of hardwood, properly installed, are sturdy and rigid. 


Table XVIII. Wire Entanglement Materials 


Number Weight of 
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Material Weight Length carried man-load 
lb ft by ] man Ib 
Reel 105 1, 200 1⁄4 52.5 
Bobbin 8—9 90 4-6 32-54 
Standard barbed-wire concertina 55 50 1 55 
Expedient barbed-wire concertina 30 20 1 30 
Long 9 4% 4 36 
Screw Medium 6 2% 6 36 
pickets 
Short 4 1% 8 32 
Extra long 16 8 3-4 48-64 
Long 10 5 4 40 
U-shaped | r 
pickets Medium 6 224 6 36 
Short 4 2 8 32 
Extra long 17-23 7 2 34-46 
Wooden Long 12-16 5 3 36-48 
pickets | 
Short 3—6 2% 8 24-48 
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(2) Dimension lumber ripped to а square cross section may be 
used instead of round poles and is equally satisfactory except 
that it is more difficult to camouflage. Such pickets may be 
dipped in camouflage paint prior to driving. 

(3) Standing trees and stumps may һе used as piekets when their 
loeation permits. 


122. Staples 

Improvised staples made of 15-inch round driftpins or similar material 
are used to fasten the bottoms of concertina fences securely to the 
ground. 


123. Use of Table 
Table XVIII gives a recapitulation of the information on materials 
used in the construction of barbed wire entanglements. 


Section ІІ. CONSTRUCTION PROCEDURES 


124. General 
Table XIX gives the materials and man-hours required for entangle- 
ments of the various types. The normal sizes of work crews are given 
below in the descriptions of the entanglements. For each construction 
project, the senior noncommissioned officer divides his crew into groups 
of approximately equal size, based on his knowledge of the skill and 
speed of each man. He organizes them in such a way that construction 
proceeds in proper order and at a uniform rate. Each individual must 
know exactly what his group is to do and his job in the group. Each 
man should have barbed wire gauntlets. "The sequence of operations 
for each fence is given below in the paragraph describing the erection 
of the fence. This sequence should be followed, and as experience is 
gained, the size and composition of the groups may be varied in the 
interests of speed and efficiency. For each section of entanglement, 
all fence-building operations normally proceed from right to left, as 
one faces the enemy. It may, however, be necessary to work from left 
to right, and men should, if time permits, be taught to work in either 
direction. The senior commissioned or noneommissioned officer will 
decide, in the event of heavy casualties, what wires, if any, are to be 
omitted. 
a. Construction at Night. For night construction the following ad- 
ditional preparations are made: 
(1) Tracing tape should be laid from the materials dump to the 
site of work and then along the line of fence where possible. 
(2) Materials should be tied together in man loads and pickets 
bundled tightly to prevent rattling. 
(3) Wire fastenings of wire coils and pickets should be removed 
and replaced with string which ean easily be broken. 
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(4) А piece of tape should be tied to the ends of the wire on each 
reel or bobbin. 

b. Supervision. Proper supervision of entanglement construction in- 
cludes tbe following: 

(1) Proper organization of the work into tasks. 

(2) Making sure the tasks are carried out in the proper sequence. 

(3) Prevention of bunching and overcrowding of personnel. 

(4) Making sure the wires are tightened properly and spaced 
correctly. 

(5) Checking ties to see that they are being made correctly and 
at the right points. 

c. Construction in Combat Areas. When working in close proximity 
to the enemy, the necessary precautions include— 

(1) The provision of security around the work party. 

(2) Silence. 

(3) No working on enemy side of fence unless absolutely necessary. 

(4) The use of screw pickets, if available. 

(5) Men not working should lie down near start of work until they 
can continue their work. 

(6) Individual weapons must be kept nearby at all times. 

d. Wire Ties. Wires are tied to pickets by men working from the 
friendly side of the wire and picket, stretching the wire with the right 
hand as the tie is started. The four ties used in erecting wire entangle- 
ments are shown in figure 87. 

(1) Top-eye tie. The top-eye tie is used to fasten wire to the top 
eye of screw pickets. It is made in one continuous movement 
of the left hand (fig. 88) while the right hand exerts a pull 
on the fixed end of the wire. This is a secure tie, is quickly 
made, and uses only a few inches of wire. 

(2) Intermediate-eye tie. This tie is used to fasten wire to eyes 
other than the top cye, in screw pickets. It is made as shown 
in figure 89. This tie and the other ties described below re- 
quire more time to make than the top-eye tie and each uses 
several fect of wire. In making the intermediate-eye tie 
shown in figure 89, the following points are especially 
important: 

(a) The right hand reaches over the fixed wire and around the 
picket, with the palm down. The left hand holds the fixed 
end for tension, 

(b) The loops are removed from the free end and wrapped 
around the picket. 

(с) One side of the loop should pass above the eye and the other 
side below the eye. 

(3) Post tie. Wire is fastened to wooden pickets or to the steel 
U-shaped picket with the post tie shown in figure 90. The 
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ТОР-ЕҮЕ Т!Е INTERMEDIATE-EYE TIE 





APRON TIE POST TIE 


Figure 87. Ties used in erecting wire entanglements as seen from friendly side. 


(4) 


wire should be wrapped tightly around the post to keep the 
barbs from sliding down the post. With the U-shaped picket, 
the wire wrapping is engaged in a notch in the picket. The 
method is essentially the same as that of the intermediate-eye 
tie. 

Apron tie. The apron tie is used whenever two wires that 
cross must be tied together. It is made as shown in figure 91. 
It is the same as the post tie except that a wire is substituted 
for the post. 


e. Method of Installing Wires 
(1) The end of the wire is attached to the first anchor picket. This 
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is the picket at the right end of a section of entanglement, 
from the friendly side. Fences are built from right to left as 
this makes it easier for a right-handed man to make the ties 
while remaining faced toward the enemy. 
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Figure 88. Top-eye ие. 
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FREE END FIXED END FREE END FIXED END 





(D WITH PALM DOWN REACH 
AROUND PICKET OR Розт (@ WRAP LOOP AROUND POST 
OVER FIXED END AND TAKE ABOVE FIXED END 
LOOP FROM FREE END 





FIXED END 


(8 WRAP LOOP AROUND FREE 
END AT LEAST TWO TURNS 
TO COMPLETE TIE 


Figure 90. Post tie. 


(2) A bar is inserted in the reel and the reel is carried for 25 to 
30 yards allowing the wire to unreel from the bottom. This 
is done on the friendly side of the row of pickets to which 
the wire is to be tied. 

(3) Slack is put in the wire by moving back toward the starting 
point; the ties are then made by two men leapfrogging each 
other. If available, two men can be assigned to make the ties 
as the rcel is unwound. 

f. Tightening Wire. After а wire is installed 16 can be tightened, if 
necessary, by racking with a driftpin or short stick (fig. 92). Wires 
should not be racked at ties or where they intersect other wires be- 
cause this makes salvage of the wire very difficult. Fences are simi- 
larly racked to tighten them when they sag after having been installed 


TAGO 10025-B, Sept. 1959 183 


DIAGONAL. WIRE 
~—FIXED END 







DIAGONAL. WIRE 
FIXED END 





| LOOP FROM THE 
FREE END 
T DIAGONAL WIRE “FREE END BACK. 


BRING LOOP UP AND OVER 
THE TOP OF THE 
DIAGONAL WIRE 


Kc FIXED END 
DIAGONAL WIRE 


FIXED END 





Бош WIRE ў 


FIXED END 


FREE END 


WIND LOOP AROUND 
FREE END AT LEAST 
TWO COMPLETE TURNS 





Figure 91. Apron tie. 
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Figure 98. Tightening wire by racking. 


for some time. Wires should be just taut enough to prevent them from 
being easily depressed by boards, mats, or similar objects thrown across 
them. IÍ wires are stretched too tightly they are more easily cut by 
fragments. 


125. Double-Apron Fence 


a. General. There are 2 types of double-apron fence: the 4- and 
2-pace fence and the 6- and 3-pace fence. The 4- and 2-pace fence (fig. 
93) is the better obstacle of the two and is the type more commonly 
used. In this fence the center pickets are 4 paces apart and the anchor 
pickets are 2 paces from the line of the center pickets and opposite 
the midpoint of the space between center pickets. 'The 6- and 3-pace 
fence follows the same pattern with pickets at, 6- and 3-pace intervals. 
For this fence less material and construction time are required, but the 
obstacle effect is substantially reduced because with the longer wire 
spans it is easier to raise the lower wires and craw] over or under them. 
Except for picket spacing the 4- and 2-pace and then 6- and 4-pace 
fenees are identical. Only the 4- and 2-pace fence is discussed in de- 
tail. 

b. Construction. А 300-yard section of either type of double-apron 
fenee is a platoon task normally requiring 115 hours, assuming 36 pro- 
ductive men per platoon. There arc 2 operations in building a double- 
apron fence: laying out and installing pickets and installing wire. The 
first operation is nearly completed prior to starting the second. The 
second operation is started as men become available and the first 
operation has moved far enough ahead to avoid congestion. А platoon 
is normally assigned to build a 300-yard section. 
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Figure 98. Double-apron fence. 
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(1) First operation. The working party, if not organized in 3 
squads, is divided into 3 groups of approximately equal size. 
One squad lays out the long pickets along the centerline of the 
fence at 4-pace intervals (10 feet), at the spot where they are 
to be installed and with their points toward the enemy. 
Another squad lays out the anchor pickets, with points toward 
the enemy and positioned 2 paces (5 fect) each way from the 
centerline and midway between the long pickets (fig. 94). The 
5-foot spacing is readily checked with a long picket. The 
third squad installs all the pickets, with the help of the two 
other squads as the latter finish the work of laying out the 
pickets. When installed the lower notch or bottom cye of the 
long pickets should be approximately 4 inches off the ground to 
make passage difficult either over or under the bottom wires. 





Figure 94. Laying out anchor pickets. 


(2) Second operation. As the groups complete the first operation, 
they return to the head of the fence and begin installing wire. 
The order in which the wires are installed is shown in figure 
93 and is further illustrated in figure 95. Care must be taken 
to avoid having any of the men cut off between the fence and 
the enemy. The men are divided into 2- ог 4-man groups 
and proceed to install the wires in numerical order; that is, as 
Soon as the men installing one wire have moved away from 
the beginning of the fence and are out of the way, the next 
wire is started. Installation is as follows: 
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Figure 95. Sequence of installing wire in a double-apron fence. 
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(a) The No. 1 wire 15 the diagonal wire on the enemy side and 15 
зесиге with a top-eye tie to all pickets. It із important 
to keep this wire аз tight as possible. 

(b) The No. 2 wire is the trip wire on the enemy side of the fence 

and is secured to both diagonals just above the anchor picket 

with the apron tie. This wire must be tight enough and 
close enough to the ground to make passage over or under 
the wire difficult. 

The No. 3 wire is an apron wire on the enemy side of fence. 

It is secured to the first diagonal wire, and thereafter to 

each alternate diagonal, and then to the last diagonal wire. 

The No. 4 wire is also an apron wire on the enemy side of 

the fence. It is secured to the first diagonal wire (No. 1), 

thereafter to the diagonal wires which are not tied to the 

No. 3 wire and then to the last diagonal wire. Apron wires 

Nos. 3 and 4 are equally spaced along the diagonal wire. 

(d) The No. 5 wire is the first one which is not started from the 
end anchor picket. It is started at the first long picket. It 
is secured with the intermediate-eye tie and is stretched 
tightly to prevent passage over or under it. 

(е) Wires Nos. 6, 7, and 8 complete the center portion of the 
fence and are secured to the long pickets, Nos. 6 and 7 with 
the intermediate-eye tie. No. 8 is secured with the top-eye 
tie. These wires (Nos. 6, 7 and 8) form the backbone of 
the fence and are drawn up as tightly as possible to hold 
the pickets in position. 

(f) No. 9 is the diagonal apron wire on the friendly side of the 
fence and is secured with the top-eye tie to all pickets. Nos. 
10 and 11 are apron wires and No. 12 is the trip-wire on the 
friendly side of the fence. Wire No. 12 is installed in the 
same manner as wire No. 2 (b) above. 

(g) If the fence is not satisfactorily tight when installed, wires 
are tightened by racking as described in paragraph 124f. 


(с 


— 


126. Low Wire Fence 


a. General. This is a 4- and 2-pace double-apron fence in which 
medium pickets replace long pickets in the fence centerline (fig. 96). 
This results in omission of the Nos. 6 and 7 wires, and in bringing all 
the apron and diagonal wires much closer to the ground so that passage 
underneath this fence is difficult. If wire obstacles in bands or zones 
are authorized, this fence may be used advantageously on one or both 
sides of the double-apron fence. The low wire entanglement is used 
where concealment is essential. In tall grass or shallow water, this 
entanglement is almost invisible and is particularly effective as a sur- 
prise obstacle. However, a man сап pick his way through this low wire 


TAGO 10025-В, Sept. 1959 189 


2 PACES 5' 


2 PACES 4 РАСЕЅ 
5 10'— 







ANCHOR PICKET 
АТ EACH END 
OF WORK 


2 PACES 5' 


THIS EYE MAY 
ENEMY NOT EXIST 





LEGEND: 
1-2-3 ETC.INDICATES ORDER OF STRINGING WIRE 


NOTE: 
EYES POINT IN DIRECTION FROM 


WHICH FENCE IS BEING ERECTED 


Figure 96. Low wire fence. 


fence without much difficulty; therefore, for best results it must be 
employed in depth. 

b. Construction. Except for the omission of the two wires and the 
substitution of the medium pickets, this fence is constructed in the same 
manner as the double-apron fence (par. 125). 


127. Four-Strand Cattle Fence 


a. General. The four-strand center section of a double-apron fence 
can be installed rapidly to obtain some obstacle effect, and aprons can 
be added later to develop it into a double-apron fence. In country 
where wire fences are used by farmers, obstacles in the form of four- 
strand cattle fences (fig. 97) will blend with the landscape. Their de- 
sign should follow as closely as possible the local custom, usually 
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wooden pickets at about 2- to 4-pace intervals with 4 horizontal strands 
of barbed wire fixed to them. "They should be sited along footpaths and 
edges of fields or crops, where they will not look out of place. Ií con- 
ditions permit, this fence may be improved by installing guy wires in 
the same manner as the diagonal wires of the double-apron fence. Table 
ХХ docs not include materials for these guy or diagonal wires, there- 
fore they must be added separately when estimating. All longitudinal 
wires of this fence must start and end at an anchor picket. 





Figure 97. Four-sirand cattle fence. 


b. Construction. Eight men may be employed on short sections of 
this fence and up to 16 on 300-yard sections. The 2 operations are lay- 
ing out and installing pickets and installing wire. 

(1) First operation. The working party is divided into 2 groups 
of approximately equal size. The first group carries and lays 
out long pickets at 10-foot intervals along the centerline 
of the fence, beginning and ending the section with an anchor 
picket and including anchor pickets for guys if needed. The 
second group installs the pickets. 

(2) Second operation. Аз the first task is completed, men move 
individually to the head of the fence and are organized into 
teams of 2 or 4 men to install wires. For 4-man teams, 2 men 
carry the reel and 2 men make ties and pull the wire tight. For 
2-man teams, the wire must first be unrolled for 50 to 100 yards 
then the men come back to the head of the work and make the 
ties, or the wire may first be made up into bobbins to be 
carried and unwound by one man while the other man makes 
the ties. The first team installs the bottom fence wire, draw- 
ing it tight and close to the ground. Succeeding teams install 
the next wires in order. 
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128. High-Wire Entanglement 

а. General. This obstacle consists of 2 parallel 4-strand {епсез with 
a third 4-strand fence zigzagged between them to form triangular cells. 
With 2 rows of pickets as shown in figure 98, the entanglement is classed 
as а belt; with one or more additional rows of fences and triangular 
cells it is а band. То add to the obstacle cffect, front and rear aprons 
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Figure 98. High-wire entanglement. 
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may be installed and spirals of loose wire may be placed in the tri- 
angular cells. 

b. Construction. А 300-yard section oí high-wire entanglement with 
2 rows oÍ pickets, as shown in figure 121, is a platoon task normally re- 
quiring 2 hours, assuming 36 productive men per platoon. The 2 oper- 
ations are—laying out and installing pickets, and installing wire. 

(1) First operation. For this operation the working party 18 
divided into 2 groups, assigning 24 of the men to the first group 
and 14 to the second. The first group carries and lays out 
pickets, front row first and at 10-foot intervals. Second-row 
pickets are laid out in a line 10 fect to the rear of the front row 
and spaced midway between them. The group also lays out 
an anchor picket in line with each end of each 4-strand fence, 
10 feet from the nearest long picket. If guys are needed, anchor 
pickets are also laid out in lines 2 paces from the lines of the 
front and rear fences, opposite and midpoint of spaces be- 
tween the long pickets. The second group installs front-row 
pickets, returns to the head of the fence and installs the rear 
row and then installs the anchor pickets. When the first group 
finishes laying out pickets they begin installing wire and help 
finish installing the pickets. 

(2) Second operation. Аз the first task is completed, men move 
individually to the head of the fence and are organized into 
teams of 2 or 4 men to install wires in the same manner as 
for the 4-strand fence. The order of installation is as shown in 
figure 121, except that if front guys are used they are installed 
before the No. 1 wire; rear guys after the No. 12 wire. The 
lengthwise wires of each 4-strand fence begin and end at an 
anchor picket. 


129. Standard Concertina Fences 

The standard concertina is described in paragraph 120, and the ad- 
vantages of the concertina type obstacles are given in paragraph 109. 
As an obstacle, in most situations the triple standard-concertina fence 
is better than the double-apron fence. The material for it weighs about 
50 percent more but it is erected with about № the man-hours. Every 
concertina fence is есептей firmly to the ground by driving staples (par. 
122) at intervals of not more than 2 yards. The staples are used on the 
single concertina fence and on the front concertina of the double and 
tripletypes. The3 types of fence are as follows: 

a. Single Concertina. This is one line of concertinas. It is erected 
quickly and easily but is not an effective obstacle in itself. It is used 
as an emergency entanglement or for the temporary closing of gaps 
between other obstacles. It is for such purposes that one roll of con- 
certina may be habitually carried on the front of each vehicle іп en- 
ginecr combat units. 
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b. Double Concertina. 'This consists of а double line of coneertinas 
with no interval between lines. "The two lies are installed with stag- 
gered joints. As an obstacle, the double concertina is less effcetive than 
a well-emplaced, double-apron fence. It is used in some situations to 
supplement other obstacles in a band or zone. 

e, Triple Concertina. This consists of two line of concertinas serving 
as a base, with a third line resting on top, as shown in figure 99. All 
lines are installed with staggered joints. Each line is completed before 
the next is started so that a partially completed concertina entangle- 
ment presents some obstruction. It is erected quickly, and is difficult 
to cross, cut, or crawl through. 
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Figure 99. Triple standard-concertina fence. 


130. Triple Standard-Concertina Fence 


A 300-yard section of this fence is a platoon task normally requiring 
less than 1 hour. There are 2 operations: carrying and laying out 
pickets and concertina rolls and installing pickets and opening and 
installing eoncertinas. 

a. First Operation. For the first operation, the working party is 
divided into 3 groups of approximately equal size: 1 to lay out all 
pickets, 1 to install all pickets, and 1 to lay out all concertina rolls. 

(1) The first group lays out front-row long pickets at 12% foot 
intervals on the line of fence (fig. 100) with points of pickets 
on line and pointing toward the enemy. The rear row long 
pickets are then laid out on a line 3 feet to the rear and opposite 
the center of interval between the front row long pickets. Ап 
anchor picket is laid out at each end of each line, 5 feet from 
the end long picket. 
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Figure 100. Laying out long pickets for triple concertina fence. 


(2) 'Тһе second group installs piekets beginning with the front 
row (fig. 101). As in other fences, eyes of screw pickets аге 
to the right. Concave faces of U-shaped pickets are toward 
the enemy. 





Figure 101. Installing front-row pickets for triple concertina fence. 


(3) The third group lays out concertinas along the rows of pickets 
(fig. 102). In the front row, 1 roll is placed at the third picket 
and 1 at every fourth picket thereafter. Sixteen staples 
accompany each front-row concertina. In the second row, 
2 rolls are placed at the third picket and 2 at every fourth 
picket thereafter. As each roll is placed in position, its bind- 
ing wires are unfastened but are left attached to the hoop at 
one end of the roll. 
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Figure 108. Installing concertinas. 
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b. Second Operation. As they complete the first operation, all men 
аге organized in 4-man parties (par. 103) to open and install соп- 
certinas, beginning at the head of the fence. The sequence, shown in 
general in figure 103 is as follows: 

(1) Open the front-row concertinas in front of the double line of 
pickets and the other two in its rear. 

(2) Lift each front-row concertina in turn and drop it over the 
long pickets, then join concertina ends as shown in figure 104. 





PLACE BOTTOM PORTION OF PLACE BOTH BOTTOM AND 
FIRST COIL OVER PICKET TOP PORTION OF SECOND 





PLACE TOP PORTION OF 
FIRST COIL OVER PICKET 


Figure 104. Joining concertinas. 


(3) Fasten the bottom of the concertina to the ground by driving 
a staple over each pair of end hoops, and one over the bottom 
of a coil at each long picket, and one at the 15 and 1⁄4 points 
of the 1215-foot picket spacing. Securing the front concertina 
to the ground is essential and must be done before installing 
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another concertina in its rear unless the enemy side of the fence 
is sure to be accessible later. 
(4) Stretch а barbed-wire strand along the top of each lower row 
and fasten them to the tops of the long pickets, using the top- 
eye tie for screw pickets. These wires are stretched as tightly 
as possible to improve the resistance of the fence against crush- 
ing. 
Install the rear-row concertina as described in b above for the 
front-row concertina. 
(6) Install the concertina in the top row (fig. 103), fastening the 
end hoops of 50-foot sections with plain steel wire ties. Begin 
this row at a point between the ends of the front and rear of 
the lower rows, thus breaking all end joints. 
Rack the top concertina to the rear horizontal wire at points 
halfway between the long pickets. If there is safe access to 
the enemy side of the fence, similarly rack the top concertina 
to the forward horizontal wire. 


(5 


— 


(7 


2 


131. Portable Barbed-Wire Obstacles 


Standard coneertinas are readily moved and are well adapted for 
the temporary closing of gaps or lanes, or for adding rapidly to the 
obstacle effcet of fixed barriers such as the double-apron fence. Other 
portable barbed-wire obstacles are— 

а. Spirals of Loose Wire. By filling open spaces in and between wire 
entanglements with spirals of loose wire, the obstacle effect is substan- 
tially increased. Men are tripped, entangled, and temporarily im- 
mobilized. Spirals for such use are prepared as follows: 

(1} Drive four 3-foot posts in the ground to form a diamond 3 by 
1% feet. 

(2) Wind 75 yards of barbed wire tightly around the frame. Start 
winding at bottom and wind helically toward top. 

(3) Remove wire from frame and tie at quarter points for carrying 
or hauling to site where it is to be opened and used. One spiral 
weighs less than 20 pounds and a man сап carry 3 or more of 
them by stepping inside the coils and using wire handles of 
the type furnished with the standard concertina. 

(4) If spirals are needed in large quantities, mount the diamond- 
shaped frame on the winch of a truck and use the winch to coil 
the wire. 

b. Knife Rest. The knife rest (fig. 105) is a portable wooden or metal 
frame strung with barbed wire. It is used wherever a readily removable 
barrier is needed; for example, at lanes in wire obstacles or at road- 
blocks. With a metal frame it can be used as an effective underwater 
obstacle in beach defenses. Knife rests are normally constructed with 
10 to 15 feet between cross members. They should be approximately 
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4 feet high. The cross members must be firmly lashed to the horizontal 
member with plain wire. When placed in position, knife rests must 
be securely fixed. 





Figure 105. Knife rest. 


c. Trip Wires. Immediately after a defensive position is occupied 
and before an attempt is made to erect protective wire, trip wires should 
be placed just outside of grenade range, usually 30 to 40 yards. "These 
wires should stretch about 9 inehes above the ground and be fastened 
to pickets at not more than 5-yard intervals. They should be con- 
cealed in long grass or сгорз or on a natural line such as the side of а 
path or the edge of а field. The trip wires should be placed in depth 
in an irregular pattern. 

d. Tanglefoot, Tanglefoot (fig. 106) is used where concelament is 





9". 2-6" cif. 
Figure 106. Tanglefoot, 
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essential. The obstacle should be employed in a minimum depth of 10 
yards. The pickets should be spaced at irregular intervals of from 
215 to 10 feet, and the height of the barbed wire varies between 9 inches 
and 2 feet 6 inches. It should be sited in scrub, if possible, using bushes 
as supports for part of the wire. In open ground, short piekets should 
be used. 

е. ТтезИе Apron Fence. 'The trestle apron fenee (fig. 107) has in- 
clined erosspieces spaced at 16- to 20-foot intervals to carry longitudinal 
wires on the enemy side. The rear ends of the crosspieces are carried 
on triangular timber frames which are kept from spreading by tension 
wires on the friendly side. The crosspicces may Бе laid flat on the ground 
for tying the longitudinal wires in place and then raised into position on 
the triangular frames. The frames are tied securely in place and held 
by the tension wires. 'The fence should be sited in such à way that it 
ean be guyed longitudinally to natural anchorages and racked tight. 





END VIEW SIDE VIEW PLAN VIEW 


Figure 107. Trestle apron fence. 


132. Combination Bands 

Ав noted in paragraph 128, the high-wire entanglement may be built 
with additional rows of fences and triangular cells to form bands of any 
desired depth or may be made more effective by adding front and rear 
aprons. Other types of fences may be combined in bands to form 
obstacles which are much more difficult to breach than a single belt. 
Portable barbed wire obstacles may be added as described in paragraph 
131. The construction of bands of varied types is desirable because 
this makes it difficult for the enemy to develop standard methods of 
passage and it permits fitting the obstaeles to the situation and to the 
time and materials available. Six different types of effective combi- 
nation bands are shown in figure 108. Other variations are readily 
developed. 
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Figure 108. Combination bands of wire obstacles. 
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Figure 108—Continued. 
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Section ІІ. MATERIAL AND LABOR ESTIMATES 
133. General 


Barbed wire obstacles are constructed primarily from issue materials, 
thus, both logistical and construction estimates are involved. Table 
XVIII gives weights, lengths, and other data required for estimating 
truck transportation and carrying party requirements. Table XIX 
gives the material and labor requirements for construction of various 
wire entanglements. Table XIX is based on daylight work; for night 
work the man-hours must be increased 50 percent. 


134. Requirements for a Defensive Position 


a. Method of Estimating. Table XIX gives quantities and weights 
of material per linear yard of entanglement. If a layout to scale can 
be developed, the lengths of the various types of entanglements are 
scaled and the quantities and weights are computed. If a scaled layout 
cannot be prepared, rules of thumb may be used for estimating the 
required Jengths of tactical and protective wire entanglements. If the 
length of front is taken as the straight-line distance between limiting 
points, the rules are— 

(1) Length of tactical wire entanglement is 144 times the length 

of front, regardless of the size of the unit involved. 

(2) Length of protective wire entanglement for a defensive position 

is 5 times the length of the front being defended. Since pro- 
tective wire encircles each platoon area of a command, the 
protective wire entanglement for units is taken as 2.5 times 
the average platoon frontage times the number of platoons 
involved. 
Supplementary wire in front of the forward edge of the battle 
area (FEBA) is used to break up the line of tactical entangle- 
ments. Its length is 114 times the units frontage. The length 
of the supplementary wire entanglement behind the FEBA is 
approximately equal to 2% times the distance from the FEBA 
to the rearmost reserve unit. This rule of thumb is adequate 
for all units. 


b. Example: GIVEN: A defensive position with a frontage of 1,800 
yards and a depth of 900 yards. The tactical wire entanglement is a 
band consisting of three belts of triple standard concertina fence. The 
protective entanglement is a band consisting of two belts of 4- and 
2-pace double apron fence. The supplementary entanglements are the 
same type and depth as the entanglements they supplement. Only screw 
pickets are available. 


REQUIRED: (1) Material to be requisitioned. 
(2) Man-hours to construct. 
(3) Number of 214-ton truck loads (to per- 


=< 
22 
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mit eross-country travel each truck will 
earry only 215 tons). 
SOLUTION: Tactical. 
(1) Length of trace of entanglement, — 1.25 X 1,800 — 2,250 
yards. 
2,250 x 3 


(2) Sections of fence = = 22.5 sections, use 23. 


(8) Short pickets 28 х 4 — 92. 

(4) Long pickets 23 X 146 = 3,358. 

(5) Concertina 23 Ж 54 = 1,248. 

(6) Staples 23 x 290 — 6,670. 

(7) 400-yd reels 23 x 2 — 46. 

(8) Man-hours to construct 23 X 27 = 621. 


28 x 300 X 16 
(9) 215-ton truck loads ————————= 2208 truck loads, 
25 х 2000 
use 28. 
Protective 


(1) Length of trace of entanglement 5 X 1,8000 — 9,000 yards. 
(2) Sections of fence 9,000 X 2 = 60 sections. 
300 

(3) Short pickets 60> 182 == 10,920. 
(4) Long pickets 60 x 91 = 5,460. 
(5) 400-yd reels 60 X 12 = 720. 
(6) Man-hours to construct 60 х 54 — 3,240. 
214-ton truck ірава nd — 36 truck loads. 

2.5 x 2,000 

Supplementary (1n front of MLR) 

Same as tactical requirements. 


Supplementary (behind MLR) | 
(1) Length of trace of entanglement 2.5 Ж 900 2,250 yards. 


| 2250 X 2 | 
Sections of fence rx О 15 sections. 


(7 


— 


(2 
(3) Short pickets 15 Ж 182 — 2,730. 


— 


(4) Long pickets 15 X 91 = 1,365. 
(5) 400-yd reels 15 X 12 = 180. 
(6) Man-hours to construct 15 X 54 = 810. 
15 x 300 x 10 
(7) 215-ton truck loads —— —————— = 9 truck loads. 
2.5 2.000 


c. Alternate Positions. If the plans include the preparation of alter- 
nate positions for the support platoon and the reserve company, the 
estimate is adjusted to include protective and supplementary wire for 
such positions, based upon any specific information that may be avail- 
able. 
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CHAPTER 17 
ANTIVEHICULAR OBSTACLES 


135. Ditches 
a. Турез. 

(1) Triangular ditches (1, fig. 109). These are relatively easy to 
build but a vehicle stopped in a ditch of this type can usually 
back out and try another route. 

Sidehill cuts (2, fig. 109). Sidehill cuts are variations of the 
triangular ditch adapted to sidehill locations and have the 
same advantages and limitations. 


(3) Trapezoidal ditches (3, fig. 109). These require about double 
the construction time of triangular type ditches but provide 
a much stronger obstacle effect. In a trapezoidal ditch as 
shown, the front end of the vehicle drops into the ditch as the 
center of gravity of the vehicle crosses the edge, and if the 
ditch depth exceeds the height of the vehicle wheels or treads, 
vehicles entering the ditch are trapped. Sections of ditch longer 
than 100 yards are not normally camouflaged. In winter, a 
trapezoidal ditch may be camouflaged by snow to resemble a 
standard trench (fig. 110). 


b. Construction Procedures. 


(2 


— 


(1) Excavation. Ditches are excavated by earthmoving equip- 
ment, by explosives as described in FM 5-25, or by handtools. 
To be effective, ditches made by explosives must be dressed 
to true surfaces by excavating equipment or handtools. Tri- 
angular and sidehill-cut ditches are constructed rapidly by a 
combination of explosives and motorized graders and angle- 
dozers. The actual time required varies widely in different 
types of soils. If available and if it can be used at the site 
of the ditching, the standard 34-yard shovel is used in ditch 
excavation. Estimating factors for construction time in aver- 
age soil are shown in table XX. 

(2) Revetting. The face of the ditch, or both faces in the case 
of a trapezoidal ditch, should be revetted as soon as possible 
after it has been dug. Facing type revetting is used almost 
exclusively, with pole type or brushwood hurdles preferred 
because of their durability. For revetting techniques see 
chapter 7. It is partieularly important that the top of the 
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REVETTED 


(Т) TRIANGULAR DITCH 





(2) SIDEHILL CUT 


HURDLE OBLIQUE TO 
SPOIL LINE OF DITCH 





REVETTED 
@ TRAPEZOIDAL DITCH 


Figure 109. Types of antivehicular ditches. 


revetment be about 8 inches below the top of the ditch and 
that the anchor stakes and tieback wires be buried under a 
foot of earth. 


136. Craters 

a. General. Crater-type obstacles are used for blocking roads, trails, 
or defiles, preferably at points where the terrain prevents bypassing the 
obstacle or where terrain suitable for bypassing can be mined and 
covered by antivehicular fire. Craters should be improved wherever 
possible by steepening the sides, flooding or mining. 

b. Preparation. As in the case of bridge demolitions, craters are 
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BURLAP OR 
OZNABURG 





Figure 110. Antivehicular ditch camouflaged to resemble a standard trench, 


Table XX. Estimating Data on Ditch Construction (Average Soil) 





Dimensions of Ditch 
Method of Construction 


(ft) Тор (ft) 
Handtoo]s_____ 6 12 
Explosives?. ---------------- 10 ‚80 
Earth Moving Еашр----._.- 6 12 


(3⁄ yd shovel, W /2 operators 
& 3-10 hand laborers). 


140 men. 
213 men. 
212 pounds of ammonium nitrate per foot of length of crater. 


Depth Width at 





Crew Size 


Platoon! 


Squad? 


Platoon! 


Construction Rate 
(ft/hr) 


13 (triangular) 
7 (trapezoidal) 


25 


22 (triangular) 
11 (trapezoidal) 


formed by explosive charges placed in advance and prepared for later 

detonation, The weights of charges, depths, and arrangement are 

given in detail in FM 5-25. The methods normally employed include— 

(1) Placement of charges in a culvert under the road and con- 
cealed and wired for detonation from a safe distance. 

(2) If a culvert is not available at the point selected, charges are 

placed in the bottoms of holes excavated in the road. Truck- 
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mounted earth augers, if available, are used for digging the 
holes. The charges are placed and wired for detonation at 
a safe distance. The holes are backfilled in such a way that 
they are not readily noticed. The use of ADM to produce 
craters is covered in TC 5-8. 


137. Log Hurdles and Cribs 


a. Hurdles. Log hurdles formed of 10- to 18-inch logs as shown 
in figure 111 may be used to add to the obstacle effect of а crater, or 
other type of roadblock. The hurdles force vehicles to reduce speed аз 
they approach the obstaeles or they may aet as an additional means of 
trapping vehicles in the vicinity of antitank ditches. Each hurdle 
consists of one 18-inch or three 10-inch logs firmly staked in place on 
a roadway or on ground suitable for use as a bypass. A hurdle of this 
size stops or damages most types of wheeled vehicles. Tanks can cross 
them at reduced speeds on reasonably level ground but are stopped by 
hurdles on uphill grades which approximate the critical grade of the 
vehicle. To stop a tank on such a slope, the size and location of the 
pole or log hurdle must be such that the ground line of the tank will 
be tilted to a slope of 1 to 1. The poles must be firmly tied between 
strong stakes at not more than 5-foot intervals. To determine the 
height of the hurdle required, a stick 12 feet long is held at an angle 
of 45° above horizontal, with one end of the ground downhill from 
the hurdle location. The distance between the upper end of the stick 
and the ground gives the required height of the hurdle. The hurdle 
should be sited on the steepest part of the slope and as near the top 
as possible. 

b. Cribs. Rectangular or triangular log eribs (figs. 112-114) are 
used effectively as roadblocks where standing timber is available and 
where such an obstacle cannot readily be bypassed. Unless substan- 
tialy built, obstaeles of this type are not effective against heavy 
traeked vehicles. Cribs are strengthened by filling them with earth; 
and preferably the earth is obtained by digging a shallow diteh in front 
of the obstacle. Log hurdles m front of a log crib force vehicles to 
reduce speed and add to the effectiveness of the roadblock. Ап engi- 
neer platoon equipped with platoon tools can build 20 feet of this 
obstacle in 4 to 8 hours. 


138. Posts 

a. General. Posts are among the most effective of antivehicular 
obstacles because each post presents a breaching problem to the at- 
tacker. There is no fast method of breaching a belt of posts. Normally, 
the attacker will seek to bypass such an obstacle. Post obstacle belts 
may be constructed using either steel, log, or concrete posts. 

b. Steel Posts. These posts are usually sections of rail, heavy pipe 
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POSITION OF | POSITION оғ OBSTACLE 
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WIRE LASHING 
LOGS WIRED ` S 
TOGETHER Ф 2 4"-6" 





SECURING 3 LOG SECURING 18“ LOG 
HURDLE SECTION A-A HURDLE SECTION В-В 


Figure 111. Types of log hurdles. 
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Figure 118. Rectangular log erib used as roadblock. 


or structural members. Due to their small cross-sectional area, steel 
posts are installed over footings to prevent their being driven into the 
earth by the weight of а tank. 

с. Log Posts. These posts should be hardwood with a minimum 
diameter of 15 inches. Footings are used under log posts only where 
the soil has exceptionally poor load-bearing characteristics. Figure 
115 depiets а belt of log post obstacles. 

d. Concrete Posts. Precast concrete posts may be emplaced either 
vertically or angled in the direction of the enemy line of approach 
using lengths, spacings and arrangements as described for wood or 
Steel post obstacles. 

(1) Conerete posts should be square in cross section and 9 feet 
or more in length. They can be readily precast in horizontal 
open-top boxes with plank bottoms and removable sides and 
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Figure 118. Details oj log crib used as roadblock. 
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Figure 114. Triangular log crib used аз roadblock. 


ends. Two lifting rings are set in the top surface at the 
quarter points of the length, for loading and unloading; and 
a similar ring is positioned at the top end for raising it т- 
to position. А chisel-shaped point ean be easily formed at the 
bottom end. Lengthwise reinforcement is provided several 
inches inside the surface near each corner of the square post, 
with a transverse wrapping of wire at each foot of length. 
Round reinforcing bars of 44-inch diameter are adequate for 
the longitudinal reinforcement. Reinforcement сап be im- 
provised by using 4 to 6 strands of barbed wire at each corner, 
attached to the form ends and racked tight, preferably to al- 
most the breaking strength of the wire. After curing for 1 
week or more under wet burlap, sueh posts are installed in 
the same manner as described for wood posts or steel posts. 
И piledriving equipment is to be used, a steam or air hammer 
may be required for driving heavy posts of this type depend- 
ing on the type of soil. 
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Figure 115. Belt oj log post obstacles. 


(2) Round conerete posts may be improvised from corrugated 
metal pipe of small sizes filled with concrete. Because of the 
time required to funnel conerete into pipe held vertically and 
because of the expenditure of the pipe, this method is less 
efficient than the use of square precast concrete posts. 

e. Placing. 

(1) All posts are buried 5 feet in the ground either vertically or at 
a slight angle toward the enemy, and project above ground 
level between 2% and 4 feet. The height should vary from 
post to post. The minimum acceptable density for posts is 200 
per 100 yards of front. The spacing should be irregular, with 
at least 4 feet and not more than 6 feet between posts. 

(2) Posts are equally useful whether employed in long belts or 
in short sections as roadblocks. By predigging holes, lining 
them with pipe and covering thein for later rapid installation 
of posts, the road may be kept open for use until the road- 
block is needed. The rate of construction of such roadblocks 
is approximately as follows, based on a 20-foot road width: 

(a) Using pile-driving equipment, 2 МСО» and 16 men: 4 to 6 
hours. 

(b) Using power earth auger or demolitions (shaped charges) 
1 NCO and 8 men: 2 to 2% hours. 

(с) Using handtools, one combat engincer platoon: 3 to 5 hours. 
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(3) Use of spirals of wire with posts. The effect of post-type 
obstacles can be enchanced, and the obstacles made more dif- 
ficult to breach, by weaving spirals of barbed wire among the 
posts as shown in figure 115. The belt illustrated is an anti- 
personnel as well as an antivehicular obstacle. 


139. Abatis 


a. Use. Trees felled as shown in figure 116 сап be used to block a 
road or defile. To stop tracked vehicles the trees should be at least 2 
feet or more in diameter and at least 20 feet long. To effectively block 
a road through a heavily wooded area, an abatis at least 75 yards deep 
is required. 
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Figure 116. Abatis used as roadblock. 
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b. Construction. Abatis may be constructed using handtools, by the 
use of explosives alone, or by a combination of notching and explosives 
as shown in figure 117. Using only handtools, 1 engincer platoon (40 
men) сап build 75 yards of abatis in 8 hours. Information on the use 
of explosives for the construction of abatis is contained in FM 5-25. 
Bushy-top trees with heavy branches and thick foliage should be used 
for abatis wherever possible since the branches reduce the momentum of 
the vehicle and the foliage sets up а screen. The trees should be 
felled as shown in figure 116 so that the trunk remains attached 
to the stump. To insure that the trunk remains attached no cut is 
made on the side of the tree toward which it is to fall, the tree 18 
strained to fall in the required direction and the butt cut 2& through 
on the opposite side. The effectiveness of an abatis is increased by 
interlacing barbed wire in the branches of the trees. 
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Figure 117. Preparing explosive charges for abatis construction. 


c. Tree Blowdown. Air bursts of nuclear weapons over forested 
areas result in tree blowdown, creating an obstacle similar to an abatis. 
Table XXI shows the distance from the ground zero of the burst to 
which the mobility of foot soldiers and vehicles is adversely affected. 
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Table X XI. Effect of Tree Blowdown on Mobility (Forests Averaging 175 Trees Per Acre) 


Distance in miles from ground zero 


Effect on mobility Yield (KT) 
1 10 50 
Area impassable to vehicles and very difficult for 0.3 0.8 1.4 
passage by foot soldiers. 
Area passable to vehicles only after extensive 0.4 1.0 1.8 
clearing. 





140. Steel Hedgehogs 

Steel hedgehogs as shown in figure 118 are relatively light in weight 
for the obstacle effect they provide, and they are quickly installed and 
removed. They are designed to revolve under wheeled vehicles and 
puncture them or to belly up tracked vehicles. Unless kept under ob- 
servation and covered with fire, the enemy can readily move them aside. 
They are well adapted for use in vegetation high enough to afford 





Figure 118. Steel hedgehog. 
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complete or partial concealment. Exposed parts should be painted to 
blend with the background. Hedgehogs are made up in rear areas, using 
3 angles about 4 inches by 4 inches by 546 inch, 4 feet long, and a 
$1e-inch steel plate about 20 inches square. A hedgehog of this size 
weighs about 160 pounds. Hedgchogs are used in rows, with at least 150 
hedgehogs to each 100 yards of front which is to be protected in this 
manner. 


141. Steel Tetrahedrons 


Steel tetrahedrons as shown in figure 119 are employed in a manner 
similar to that oí hedgehogs. They are usually made of 4-inch by 4-inch 
by 15-inch angles, the base and sides in the shape of equilateral triangles, 
5 feet on a side. Their finished height is approximately 4 fect. 


STEEL TETRAHEDRONS 
Figure 119. Steel tetrahedrons. 


142. Concrete Cubes 


Cubes are concrete obstacles of approximately cubical shape, set in 
irregular rows. А typical size and arrangement is shown in figure 120. 
Because of the weights involved and the simplicity of erecting forms 
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for cubes, these obstacles are best cast in place if the situation permits. 
A cube of the size shown in figure 120 requires about 2.4 cubie yards 
of conerete and weighs slightly less than 5 tons. 





Figure 120. Concrete cubes 


143. Concrete Cylinders 

Concrete obstacles of cylindrical shape are usually smaller than 
cubes and are light enough to be precast. Their use is similar to that 
of cubes, and they may һе preferable in situations in which precast 
obstacles are the type required. Cylinders may be precast in forms 
made of lightweight shect metal which need not be removed. A cylinder 
of the size shown in figure 121 requires 1.35 cubic yards of concrete 
and weights a little less than 3 tons. 


144. Concrete Tetrahedrons 


Сопегсіс tetrahedrons are pyramids with base and sides of equilateral 
triangles, 5 feet on a side. They are set in irregular rows as shown in 
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Figure 121. Concrete cylinders. 


figure 122. А tetrahedron of this size has a vertical height of about 4 
fect 1 inch, requires 0.55 cubic yard of concrete, and weighs about 1.1 
tons. They may be precast in trough-shaped forms between triangular 
divisions, with a lifting ring embedded in the center of the top surface 
of cach tetrahedron. 


145. Expedients 


а. Roadblocks may be improvised from farm carts, automobiles, and 
trucks, which are loaded with rock, concrete, or other heavy mate- 
rial When placed in position their wheels should be damaged or re- 
moved, and the vehicles should be firmly anchored. 

b. Vehicles can be moved to elose a gap that has been left to keep 
the road open. 

c. À roadblock which may be effective in some situations is con- 
structed quickly by the method shown in figure 123. A heavy tree at 
one side of а road is cut almost through and its trunk is attached by a 
wire rope to a tree across the road in such а way that if а passing 
vehicle strikes the rope the tree will fall and damage the truck or pin 
it in расе. 
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Figure 192. Concrete tetrahedrons. 


d. Plain wires stretched across a road at a height of 3 to 6 feet 
will sometimes decapitate vehicle drivers. Fencing, telegraph or tele- 
phone wires may be used, stretched tight and attached firmly to trees, 
telephone pole, walls or fences. © Тһе wires should make an angle of 
between 45? to 90? with the line of the road. 


€. À good winter weather road obstacle is constructed by using a 
heavy wire rope stretched at 45? across the road at a height of about 
3 feet. The rope should be located just over the top of a hill or around 
a blind corner on а downhill grade. Slant the wire rope to divert the 
vehicle over а steep embankment, into a deep ditch, or into a tree. 


220 ТАСО 10025-B, Sept. 1959 





Figure 128. Wire-rope roadblock. 


146. Use of Screens and Phony Obstacles 

а. Purpose. Wherever possible, antivehicular obstacles, particu- 
larly roadblocks, should be concealed by screens for the following 
reasons: 

(1) In order to conceal the true nature of the obstacle. 

(2) In order to prevent fire from being directed at the most 
vulnerable part. 
In order to confuse the crew of the vehicle. Screens should 
also be erected in front of phony obstacles and at sites where 
no obstacle exists, causing delay and expenditure of valuable 
ammunition. The enemy force will not know with any cer- 
tainty what form of obstacle or defense opposes it or whether 
any real obstacle exists. If the force stops to investigate, the 
defense will have an opportunity to destroy it; if it goes 
ahead it runs the risk of running into mines or of being held 
on an obstacle under fire. 

b. Siting. Screens should be sited not more than 10 feet from the 
obstacles which they are concealing. If a vehicle goes through a screen 
at this distance, it will encounter the obstacle before it can halt. It 
will therefore not be in position to fire at the obstacle. Screens must 
not obscure the fields of fires of the defenders. 

e. Construction. A form of screen, suitable for concealing a road- 
block, consists of 2 horizontal strips of canvas, garnished netting, or 


(3 
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blankets; the lower part suspended from wires about 4 feet from the 
ground, and the upper part at a height of 7 to 8 feet. The upper part 
should overlap the lower part by 6 to 13 inches. 

d. Phony Obstacles. Phony obstacles should be used extensively to 
confuse and delay tanks and cause them to waste ammunition. They 
should be carefully made in order to present a realistie appearance. 
They can be made of plaster, wood, or asbestos sheets. Wooden 
obstacles can be used to represent steel obstacles. Antitank and anti- 
personnel mines should be interspersed extensively between phony 
obstacles. 
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CHAPTER 18 
NATURAL LAND OBSTACLES 


147. Types 


Natural terrain features such as streams, steep banks, ravines, 
swamps, and existing walls can be used as obstacles. They are ex- 
ploited by tieing in with artificial obstacles or by improvement as de- 
seribed below. 


148. Methods of Improving Natural Land Obstacles 


a. Bank Cutting and Stream Deepening. 

(1) Bank cutting. 'The banks of streams, ravines, ditehes and 
embankments may be cut to increase the dimensions and to 
present a nearly vertical face to approaching vehicles. Spoil, 
logs, and if necessary, revetments are plaecd on the friendly 
side to increase the strength of the obstacles. Hurdles may be 
placed on the enemy side. 


— 
to 
— 


Stream deepening. Under some conditions a fordable section 
of a stream may be deepened by cutting a channel along the 
near shore, preferably with equipment of dragline type working 
in the fordable streambed. If possible the cut should result 
in a nearly vertical face at the shoreline. If the inshore ter- 
rain permits its concealment, and timber is available, it is ad- 
visable to deposit the spoil in a log erib built along the near 
shore. In other situations it may be desirable to dispose of 
the spoil in the fordable part of the streambed, to haul it 
downstream through the shallow water to deeper water, or 
to move it downstream on scows. 


b. Flooding. Lowlands may be flooded by cutting dams, levees or 
dikes, or by preparing demolition charges to cut them on command. 
Because the water may remove an otherwise effective obstacle in a 
nearby area, or flood out defensive positions, such action requires 
careful control and liaison between adjacent organizations. Accurate 
information should always be obtaincd from local sources before flooding 
is carried out. Since it will render an area impassable for long periods 
to any but the lightest traffic, flooding is advisable only when a stra- 
tegic withdrawal followed by a static defense is intended. In addition, 
reinstatement of the normal drainage and water control system may be 
a very difficult task in the subsequent advance. Local flooding may be 
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carried out in antitank ditches and small streams, swamps, and ditches 
without orders from higher command, 

c. Bridge Demolitions. Bridge demolitions by explosive charges are 
readily prepared in advance for detonation at the proper time as de- 
scribed in FM 5-25. They add to the obstacle effect of any stream and 
are more effective if the stream is deep enough and wide enough to stop 
tracked and wheeled vehicles. Water 3 feet deep stops most wheeled 
vehicles which are not waterproofed; water 6 feet deep stops nearly 
all vehicles up to and including medium tanks. Demolition of an over- 
pass over a highway requires bypassing traffic on both roads if the 
resulting debris also blocks the overpassed road effectively. 

d. Snow and Ice Obstacles. 

(1) Increasing the obstacle effect: Deep loose snows and icy roads 
are obstacles which lend themselves to improvement in a 
variety of ways. Roadside ditches may be deepened and 
widened to tank-trap size, then permitted to fill with loose 
snow. Hillside roads or crowned earth roads may be sprinkled 
with water to freeze. In deep snow, movement of heavy 
tracked and whecled vehicles is usually impossible except on 
cleared roads, thus road obstacles assume special importance. 
Under winter conditions or in the arctic, studies are made of 
prevailing winds, temperature, and snowfall predictions so that 
snow fences can be installed or existing fences moved, to induce 
drifting over or across roads. 

(2) Vehicle traps of packed snow. Two or more parallel embank- 
ments, of cross sections as shown in figure 124, are effective as 
antivehicular obstacles. The snow must be packed hard, pref- 
erably by bulldozers or graders. If sited on a forward slope, 
the effectiveness of this type of obstacle against enemy vehicles 
is increased, and friendly vehicles ean overrun it. A light 
fall of new snow provides effective camouflage, and drifting 
snow makes the outlines indistinct. 

(3) Tank traps in ice. In crossing frozen lakes or rivers, heavy 
tracked or wheeled vehicles usually follow paths which have 
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Figure 184. Antivehicular obstacle о} packed snow. 
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(А) MARK THE SPACE TO ВЕ СОТ 
(B) REMOVE THE SNOW 





(С) SAW OUT THE ICE, CUTTING 
ONE EDGE OBLIQUE 

(D FORCE THE ICE BLOCK UNDER 
THE SURFACE 


WOODEN FRAME COVERED 
WITH TAR PAPER OR BRUSH 





(E) CONSTRUCT THE FRAME 


SNOW _ COVER 





(F) REPLACE THE SNOW 


Figure 125. Vehicle traps in ice. 
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been explored and found to have safe carrying capacities. 
Such paths may be trapped as shown in figure 125. An open- 
ing 10 to 13 feet wide is cut in the ice, and the cut blocks are 
slid under the firm ice where they are carried downstream by 
water action. The open lano is then closed with a light wooden 
frame covered with burlap, brush or tarpaper and topped with 
snow. The effectiveness of the obstacle depends upon main- 
taining a snow cover at least 4 inches thick, to keep the ice 
from refreezing. 
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CHAPTER 19 
BEACH AND RIVER LINE OBSTACLES 





149, General 


Most of the types of obstacles deseribed in paragraphs 145 through 
148 can be used as antiboat obstacles for some types of boats in water 
depths for which they are adapted and in which they can be sited and 
anchored. The tide range determines the water depths for which it is 
practicable to position obstacles on the bottom above the low waterline, 
Outside this line, heavy obstacles may be sunk from boats or lowered 
by cranes operating from the beach or afloat in small landing craft. 
Posts of timber, steel, or conerete are effective antiboat obstacles, readily 
placed except in rocky or coral bottoms. Posts are preferably em- 
plaeed or driven with a slope or batter toward deep water. Wooden 
obstacles of other types should be filled with rock or otherwise anchored 
in position. Antiboat obstacles may be connected with wire rope or 
may have barbed wire or other types of obstacles anchored between 
them. In rivers or other locations where the water level is constant 
or the tide range is minor or negligible, standard cased antitank mines 
tied to posts or other obstacles under the surface provide cffective 
obstacles. 


150. Timber Obstacles 


Unpeeled round logs provide the types of antiboat obstacles de- 
scribed and shown, but sawed timbers may Бе used if more readily 
available. In addition to the uses of wooden posts deseribed in para- 
graph 138, timber obstacles of the following types are used effectively 
under various conditions: 

a. Rock-Filled Cribs and Pillars. Rock-filled timber cribs (Яе. 126) 
are normally 6 to £0 feet long by 3 to 4 feet wide, and have stability 
at heights up to 6 or 7 fcet. The logs are driftpinned at the corners. 
Cribs may be installed on a beach at low water or may be dragged or 
lowered into water before completing the rock fill. For lower heights 
smaller cribs, triangular in shape and known as pillars (fig, 127) are 
built with less material and effort. Both types may be connected by 
barbed wire, wire rope, or a combination of both. 

b. Tetrahedrons. Timber tetrahedrons (fig. 128) are pinned and 
wired to a triangular bottom frame which is weighted in place with 
rocks. A post may be driven through the obstacle for improved anchor- 
age. "letrahedrons are normally spaced at intervals of 15 to 30 fect 
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Figure 197. Rock-filled pillars. 
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Figure 128. Timber tetrahedrons. 


and may be connected with wire rope or incorporated in a barbed wire 
fence. 

c. Log Scaffolding. In suitable water depths, log scaffolding, as 
shown in figure 129, is effective in impeding small boats. Wooden posts 
driven into the bottom are reinforeed by diagonal braces extending 
inshore and have horizontal stringers attached to the offshore face. 

d. Braced Wooden Posts. "This obstacle, shown in figure 130, may be 
built in relatively shallow water in which there is little or no tide 
range. The posts are driven approximately to water level in two rows 
staggered so that diagonal braces can extend from each rear post to 
two of the front posts to provide a structure of exceptional rigidity. 
The bottom ends of the braces may be fastened to the rear posts before 
the latter are fully driven and before the work is so deep as to re- 
quire diving equipment. The front posts may be connected with wire 
rope or barbed wire to further improve the rigidity of the structure and 
to add to the obstacle effect. The efficiency of this obstacle is further 
enhanced by the liberal use of barbed wire tangles securely fastened to 
and between the posts. ` 
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Figure 198. Log scaffolding. 


е. Log Tripods. Braced log tripods, constructed of logs at least 8 
inches in diameter, as shown in figure 131, are effective antiboat 
obstacles. The obstacle is positioned with its longest leg facing the 
direction of expected assault, and this leg may be capped with a 
standard antitank mine or sharpened to a point. Constructed in vary- 
ing sizes so they are covered by 1 to 2 feet of water at high tide, these 
obstacles are placed on beaches from the low-tide mark back to about 
halfway to the high tide line. 

f. Log Ramps. Loe ramps are constructed as shown in figure 132. 
They are used to tear the bottoms out of assault craft riding up on 
them, and to upset such craft. They are effective obstacles with or 
without mines fastened to the high end of the ramp. Ramps-may be 
placed either in an irregular pattern or in a continuous belt spaced 
at approximately 10-foot intervals. 

g. Nutcrackers. Nutcrackers are constructed as shown in figure 133. 
The 3- by 3- by 2-foot base has a center well or recess large enough 
to house 1 or 2 antitank mines, depending on whether a 1-way or 2-way 
obstacle is desired. It also has a built-in socket for the bottom end of 
the activating rail or pole. Shear pins, usually of 14 inch soft iron, hold 
the rail erect and prevent detonation of the mines by wave action. A 
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DETAIL BOLTED BANDS 
Figure 130. Braced wooden posts. 
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Figure 181. Log tripod. 


TAGO 10025-B, Sept. 1959 231 








Figure 182. Log ramps. 





Figure 188. Nuteracker. 
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landing craft striking the pole will break or bend the shear pin suf- 
ficiently to detonate the mines. Nutcrackers are normally employed in 
an irregular pattern, interspersed with plain steel and log posts. 


151. Steel Obstacles 


Steel beams, piles, апа rails provide simple and effective antiboat 
obstacles of the post type. Steel rails ean be driven in rocky or coral 
bottoms in which wood piles would be splintered. Steel obstacles of 
portable types are advantageous for underwater use because of high 
unit weight of stcel; they remain in position without anchorage against 
wave or currents. Stecl obstacles intended for field fabrication for 
antiboat use include the following: 

a. Steel Scaffolding. Оп beaches having considerable tidal range, 
2-inch steel pipe may be driven into the bottom and welded together 
to form а structure of the scaffolding type, as shown in figure 134. 
Floating mines may be attached below the normal water level, to be 
detonated 1f seraped by a vessel. 


JOINTS (NOT MORE 
‘THAN ONE PER BAY) 











2" STEEL PIPE 


LANDWARD 
SIDE 


ANCHOR 





f f- TAA 
HOR. 


NC 
FRONT ELEVATION (ONE INEVERY SIDE ELEVATION 
OTHER BAY) 


Figure 184. Steel scaffolding. 


b. Steel Hedgehogs. Steel hedgehogs of the type shown in figure 135 
are fabricated in rear areas, shipped knocked down, and quickly as- 
sembled with a bolted center connection. The angles used are usually 
about 6 feet Jong, making the obstacle about 4 feet high. The hedge- 
hog is emplaced without anchorage so that it revolves under a boat or 
amphibious vehicle, holes it, and anchors it as it sinks. Normally 
hedgehogs are installed in several rows, using about 150 hedgehogs to 
each 100 yards of beach. 
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Figure 185. Steel hedgehog. 





152. Concrete Obstacles 


As with obstacles of other materials, all types of concrete obstacles 
deseribed in paragraphs 142 through 144 may be used as beach obstacles 
under certain conditions. Concrete obstacles of post type are par- 
ticularly useful if heavy piledriving equipment is available. Some 
types are improved for antiboat use by embedding rails in their tops 
to Гота horned scullies. The cylinder modified in this manner is shown 
in figures 136 and 137. By setting the raila at an angle of about 45? with 
the vertical, а fast-moving boat is holed and may be sunk as its 
momentum carries 16 down over the length of the horn. The horns 
may be improved by pointing them, using oxyaectylene cutting equip- 
ment. 


153. Barbed Wire Beach Obstacles 


Wire entanglements are used as antipersonnel obstacles but will also 
stop light landing craft. "They are placed inshore of scaffolding or 
sunken obstacles and, if possible, are covered by machinegun fire. 
Entanglements normally are built at low tide. They require constant 
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Figure 187. Horned scullies bused on small dragon’s teeth. 
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maintenance, particularly if placed in surf. Wire also is erected on 
beaches or river banks, often in connection with antitank and anti- 
personnel minefields. Almost all of the types of wire obstacles de- 
scribed in chapter 16 may be used in conjunction with other types of 
beach and underwater obstacles. 


154. Expedient Underwater Obstacles 

The obstacles described in а and b below are made with native mate- 
rials, some supplemented with barbed wire, and are difficult to reduce. 
Wherever possible, mines should be used with the obstacles to increase 
their effectiveness and to hinder removal by enemy underwater demoli- 
tion teams. 

a. Rock Mounds. These consist simply of mounds of rock about 3 
feet high and 12 feet square and staggered at intervals of 10 to 15 feet 
on the outer edges of reefs or likely landing beaches. 

b. Rock Walls (fig. 138). Rock walls are about 4 feet high and from 
3 to 4 feet wide, in sections or continuous lines, They should be mined 
and topped with concertinas. They should be sited so that the top 
of the wire is just under the surface at high tide. 
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Figure 138. Rock walls. 
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APPENDIX Il 
FORTIFICATION PROTECTION FACTORS 


1. Purpose 


a. Fortification Protection Factors (FPF’s) provide a method of 
deterinining, within specified limits, the relative value of field fortifica- 
tions. The primary purpose of ЕРЕ» is to give simple meaningful 
numbers for comparison of the protection afforded by different forti- 
fications against nuclear weapons. The use of FPF? does not require 
detailed nuclear weapons effects training, classified data, or the use of 
graphs, monographs or templates. 


b. Fortification Protection Factors are not substitutes for detailed 
weapons effects analysis where such analysis is practical. They are 
designed for a hasty evaluation of the relative protection afforded by 
different fortifications. This protection is measured against for protec- 
tion (or lack of protection) of personnel in the open. The FPF method 
is not designed to give specific numbers of casualties from a specific 
weapon, although it can be used for this purpose as a rough approxima- 
tion. 


2. Definition 


a. General. The Fortification Protection Factor (FPF) of any forti- 
fication can be very simply defined as a measure of the chance of injury 
to a man in the fortification from a nuclear burst in his vicinity com- 
pared to the chance of injury to a man in the open at the same place. 
FPF’s are based on the size of the area in which the ground zero of a 
nuclear burst must lie in order to have at least a 50 percent probability 
of causing injury to a person in the center of the area. This area is 
equal to the arca of damage (aR?) for the weapon and effect in ques- 
tion. The FPF's of any fortification is determined by the ratio of the 
areas of damage for proteeted and unprotected troops for the same 
weapon and conditions. However, there is & single FPF for each 
fortification throughout a wide range of conditions. The ratio of damage 
areas is always less than one; therefore, to avoid use of fractions, it is 
muliplied by 100, and ЕРЕ” are always between 0 and 100, with 
most greater than 20. The greater the FPF of а fortification, the less 
the protection afforded. An FPF of 100 indicates no protection, and is 
the FPF of а man in the open. Lower FPF’s indicate a lower probability 
of injury, and thus а higher degree of protection. À man in a fortifica- 


TAGO 10025-B, Sept. 1959 239 


tion with ап ЕРЕ of 40 has half the chance of injury of а man in 
а fortification with an ЕРЕ of 80, under similar conditions, 

b. Specific. Specifically, the ЕРЕ of a fortification is equal to 100 
times the probability that a man in the fortification will receive at 
least a given level of effects from a randomly delivered weapon which, 
if he had been in the open, would have inflicted upon him at least the 
same level of effects. Figure 139 presents this schematically. Under 
specific eonditions of air density, height of burst, terrain, and weapon 
design, a burst of a given yield has at least a 50 percent probability of 
inflicting at least a specific damage level upon а man in the open at а 
point P, if the ground zero is anywhere in Area А. Under the same 
conditions, this same burst has at least а 50 percent probability of in- 
flicting at least the same specified damage level upon a man in a specific 
fortification at P if the ground zero is anywhere in Area B. The rela- 
tive probability of sustaining the specified injury in the protected or 
unprotected condition is the ratio of Area B to Area À, and the FPF 


Arca B 
of the fortification is equal to 100 X pum Area А is determined by 
rea 


the radius of damage for а man in the open for the weapon and condi- 
tions given. Area B is determined by the radius of damage for a man 
in the fortification for the same weapon and conditions. Therefore: 
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1 Area А із the arca іп which ground zero of specific weapon must Пе to have at least а 50 percent 
probability of causing at least а specific level of damage to а man in the open at Point P. 

2 Area B із the area in which ground zero of the same weapon under the same conditions must Не to 
have at least и 50 percent probability of causing at least the sume level of damage to в man in а specific 
fortification at Point P. 


3 Comparison of Areas А and В. FPF-100 x 2 


Figure 189. Schematic determination of а fortification protection factor. 


3. Discussion 


a. General Application. Fortification Protection Factors are de- 
signed to give to fortifications a rating of their comparative worth in 
protecting personnel against nuclear effects, and are particularly appro- 
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priate for those individuals who have had no detailed nuclear weapons 
training, for those units which do not have nuclear weapons specialists, 
and for those units whose nuclear weapons specialists are too concerned 
with weapons employment to analyze constantly changing specific in- 
dividual and unit positions. 


b. Application to Individuals. 


(1) The use of FPF's is particularly advantageous because it 


(2 


— 


indicates protection in terms of relative probability of not 
being injured, rather than in terms of pounds of blast pressure 
per square inch or radiation transmission factors, both of 
which are easily defined but difficult to relate to protection. 
For example, a prone shelter has a gamma radiation trans- 
mission factor of 0.4 and a neutron transmission factor of 0.7. 
A foxhole has a gamma transmission factor of 0.1 and a 
neutron transmission factor of 0.3. How much “better” is 
the foxhole than the prone shelter? To answer these ques- 
tions, the corresponding transmission factors might be sub- 
tracted or divided, but the result has no concrete meaning. 
To obtain an answer in terms of numbers of casualties or 
probability of casualties, such an answer must be determined 
from nuclear weapons manuals as it applies to the specific 
situation. On the other hand, using FPF’s, the problem be- 
comes simpler. The average FPF of a prone shelter is 85, 
and the average FPF of a foxhole is 65. Therefore, the man 
in the foxhole is about 75 percent (65/85) less “vulnerable” 
than the man in the prone shelter at the same location. 

Table VI lists not only the FPF for standard fortifications but 
also the man hours and logistic effort for average construction 
conditions. This information allows an evaluation of protec- 
tion afforded (in terms of FPF's) compared to the effort re- 
quired to attain that FPF. For example, it takes approxi- 
mately 115 hours for two men to construct an open two man 
foxhole with an FPF of 65. It will take these men at least 4 
hours to add a half covered section and an adjoining shelter, 
giving an FPF of 30. The decrease in chance of injury in this 
position, as compared with the open foxhole, is significant, but 
the effort required is great. Is the effort, plus the exposure 
while digging, and the lack of rest worth the added protec- 
tion? This may depend on how long the unit will stay there. 
As always, such а question is a command decision, but the two 
most important factors required for the answer, which are 
protection afforded and effort required, are tabulated in table 
VI. 


c. Application to Units. 
(1) The previous paragraph showed that decreasing FPF from 
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(2) 


100 to 65 (a decrease of 35) requires an effort of 3 man-hours. 
Another decrease of 35 (from 65 to 30) requires an effort of 
at least 8 man-hours. Thus, less value is gained from effort 
expended at higher levels of protection (low FPF) than from 
effort expended at lower levels of protection (high FPF). In 
a unit, therefore, more overall protection is achieved by con- 
centrating effort on low level protection for all troops than 
high level for a few. 

The disposition of troops of any unit in the combat zone is 
constantly changing. Each new situation presents new possi- 
bilities for dispersion, digging in and layout of units. Consider, 
for example, a battle group position in which one fifth of the 
troops are in prone shelters, two fifths in open foxholes, one 
fifth in half covered foxholes or their equivalent, and one fifth 
in the open. The battle group has been halted for a few 
hours, and now the halt has been extended. The Battle Group 
Commander has several alternate courses of action. The first 
alternative is to maintain the present disposition so as to give 
as many people as possible time to rest and work on their 
equipment. А second alternative is to improve the physical 
protection of the unit by putting maximum effort on "digging 
in,” ineluding extensive use of requisitioned and expedient 
fortification materials. А third alternative is to spread out 
the unit, and thereby reduce the possible casualties. The 
first alternate course of action will not provide better protec- 
tion but will increase the unit’s combat capability; providing 
no nuclear or conventional weapons Бауе been used against 
the unit in the meantime. The second alternate course of 
action provides more physical protection but requires strenuous 
manual effort and considerable logistic support. The third 
alternate course of action combines relative ease with relative 
safety but may be impossible to achieve because the mission 
cannot be accomplished in a more dispersed position, or be- 
cause the presence of other units may prohibit dispersion. In 
addition, dispersing may make useless many of the positions 
already constructed. In order to evaluate these alternatives, 
the Battle Group Commander needs some means to compare 
them with one another. He particularly needs to know if 
he is getting his money’s worth from digging in. A nuclear 
weapons specialist could estimate, for the fortifications used, 
the blast resistance in pounds per square inch for various levels 
of protection. Thus, the increase in blast resistance as the 
fortifications are improved can be calculated. If the addi- 
tional protection afforded by the additional blast resistance is 
calculated in terms of the effective reduction of the area of 
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damage of а given weapon, (which is considered the most 
logical way to measure such protection) then the increase of. 
blast resistance expressed in terms of pounds per square inch 
is of little value. This is because the reduction in area of 
damage to such an increase in blast resistance varies greatly 
with the range of overpressure in which the increase takes 
place. This is shown in the following table for а 50 KT sur- 


face burst: 
Peak overpressure Radius of damage Area of damage 
10 psi 1,120 m 3.9 km? 
20 psi 810 m 2.1 km? 
30 psi 650 m 1.3 km? 
40 psi 610 m 1.2 km? 


The same reasoning applies to measuring the increase of pro- 
tection by reduction of radiation transmission factors. Never- 
theless, the nuclear weapons specialist could estimate, based 
on the disposition of the unit and for a given weapon detonated 
at а given height of burst over a given ground zero, how many 
casualties may be expected. However, for several different 
weapons, different heights of burst, different ground zeroes, and 
different dispositions, a great many computations will be re- 
quired. 

On the other hand, using FPF’s, the commander may be in- 
formed that, generally speaking, а man in a prone shelter has 
only 85 percent of the probability of being injured as compared 
to a man in the open, a man in an open foxhole has only а 
65 percent probability of similar injury, and a man in a half 
covered foxhole only a 55 percent probability. With the unit’s 
current disposition and considered only from the aspect of 
fortifications, the unit as a whole is about 75 percent as 
vulnerable as it would be if it were completely unprotected. 
(The actual weighted average of the FPF’s for the disposition 
given is 74 percent.) These figures are average figure, and 
irregularitics in the dispersion of troops can result in a nuclear 
burst causing more or less percent of casualties than the FPF 
indicates. 

Assume that the Battle Group Commander’s staff estimates 
that, with the manpower available, in six hours time the Battle 
Group will have approximately one fifth of its members in 
open foxholes, one fifth in half covered foxholes, one half in 
half covered foxholes with adjoining shelter and one tenth in 
the open. At this time, considering only fortifications, the 
unit will be about 50 percent as vulnerable as it would be in 
the open with the same dispersion. (The actual weighted 
average of the FPF’s in this ease is 49 percent.) If the com- 
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mander decides to bolster his protection by improving his 
fortifications, 16 will take six hours of work and considerable 
matericl to reach an average FPF of 50, which is equivalent 
to decreasing the average of probability of injury to each 
man in the unit by 67 percent. (50/75) from his present situa- 
tion. "The unit commander could achieve this same increase in 
protection for his people, in terins of numbers of casualties 
Írom the same weapon, by dispersing his unit into an area 
one and a half times as large. This is probably easier than 
digging for six hours but the requirements of the mission and 
the location of other units may prevent it. The commander 
may not wish to risk the additional exposure of his unit dur- 
ing the actual dispersal. Under such circumstances, the use 
of average FPF’s gives the commander a rough but con- 
venient guide against which to compare possible courses of 
action. 


d. Effect of Variables. In the calculation of fortification protection 
factors, it can be shown that, within reasonable limits, variations in 
the factors listed below cause no significant variations in the FPF. 
The primary reason for this is any increase or decrease in range of 
effects caused by changes in these factors is offset by a corresponding 
increase or decrease in range of effects upon a protected individual. 
Furthermore, compared to the radius of damage, the effeet of many of 


: ; Я Rp protected 2 Р 
these variables is small. Thus the ratio of | —— — N | remains 
Rp unprotected 


relatively constant. 

(1) Yield. Below 1 KT, FPF's tend to increase; above 500 K'T 
they tend to decrease. Between these yields, FPF’s can Бе con- 
sidered relatively constant for each fortification. The range 
of yields considered covers those weapons most likely to be 
used tactically against protected troops. 

Туре of weapon. Weapons type influences neutron flux. Radii 

of damage for both protected and unprotected troops will in- 

crease or decrease proportionately with inerease or decrease 
of flux for the same level of effects. 

(3) Height of burst. At those ranges of radii of damage at which 
survival appears likely, variations in height of burst affect 
protected and unprotected troops about the same.  Fortifica- 
tion configuration will cause some variations in this, but since 
ground zero and height of burst of an enemy weapon cannot 
be predicted, the tabulated FPF's are an average for all rea- 
sonably probable heights of burst and fortification orientations. 

(4) Distance from ground zero. This factor will not affect the 
FPF of а fortification as defined. 


(2 


— 


244 TAGO 10025-B, Sept. 1959 


(5) Weather and terrain. These factors will affect weapons effects 
on protected and unprotected personnel about equally, and 
will not affect the FPF’s as defined. 

е. Reliability. The FPF’s shown in table VI are based on the data 
contained in appropriate weapons effects publieations. Such data are 
at best subject to 20 percent error. In evaluating transmission radia- 
tion factors and blast pressure resistance of fortifications, additional 
errors are introduced due to the inexact state of the art in determin- 
ing these factors. Thus FPF's are far from being precise measures. 
Nevertheless, they do present a good picture of the relative protective 
value of various shelters emplacements. 


4. Criteria For Effects Levels 


а. The level of effects over which FPF's where calculated range from 
those presenting a minor nuisance value to those which might cause 
as many as 50 percent of the troops to become ineffective. FPF’s are 
not recommended for usc in weapons employment, unless they have been 
evaluated at the desired levels of effects. 

b. To calculate ЁРЕ” for various fortifications, radii of damage 
for numerous combinations of yield, air density and effects levels were 
compared against the protection offered by cach fortification. The 
yields of weapons used ranged from 1 to 100 KT. The relative air 
densities used ranged from 0.8 to 1.0. The prompt radiation effects 
leyels used ranged from 20 to 200 rem for combined prompt gamma 
rays and neutrons. The blast cffects used ranged from “light” to 
“moderate” damage as defined in current nuclear weapons effects 
manuals, with these limits assumed to correspond with 20 to 200 rem 
respectively. The overpressures at which specific fortifications receive 
specific damage levels (light or moderate) vary with fortification de- 
sign, soil type and condition, and revetment used. These variables could 
not all be used in calculating FPF’s so average blast resistances based 
on fortification type were used, 

c. Thermal radiation has not been considered in determining FPF's 
because of the many variables which influence the effect of thermal 
radiation on personnel, such as visibility, clothing type and thickness, 
time of day, incidental shadowing and weapon yield. 

d. Because residual radiation is a time dependent effect and is not 
always present in quantity in nuclear detonations, it was not used in 
computing FPF’s. Residual radiation transmission factors and a 
simple categorization of protective value from residual radiation are 
listed in the tables which describe the characteristics of the various em- 
placements (tables VI, VII, and VIII). 
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APPENDIX Ш 


ILLUSTRATIVE EXAMPLES OF INSTALLATIONS 
DISPERSAL 





1. General 

а. This appendix contains the calculations and diagrams for the ex- 
amples of the three types of installations discussed in chapter 6. 

b. The design weapons for these examples were 200 KT, 1 MT and 
5 MT. Three levels of protection were considered—that for personnel in 
the open, not subject to thermal effects; that for personnel in foxholes 
which gave them protection from blast pressures up to 15 psi, a level 
which is assumed to be the average which the supplies and equipment 
ean withstand without receiving more than light damage; and that for 
personnel in shelters and equipment in trenches, which is assumed to 
be 25 ря for no more than light damage. Each of the effects radii 
corresponding to these effects was multiplied by 1.3 to give less than 
a 10 percent probability of exceeding the prescribed limits. The re- 
sultant damage radii are shown in the table helow. 








Yield 
200 кт 1 MT 5 MT 
Personnel in open__-.------------------------ 2,900 m | 5,500 т | 10,400 m 
Personnel in foxholes__----..----------------- 2,000m | 3,300m | 5,800m 


Personnel in shelters, supplies and equipment in | 1,500 m 2,600 m 4,300 m 
trenches. 








At the ranges shown in the preceding table, nuclear radiation damage 
is not significant, if the personnel are protected as shown. 

c. The principle of dispersion in each example is to separate similar 
activities sufficiently so that the design nuclear burst does not destroy 
more than a specified percent of the overall capability represented by 
any type activity. For these examples, the maximum allowable loss 
per design weapon will be one-third of any specifie capability. This is 
only possible if the units representing each capability can be divided 
into at least three physically separated parts. In some cases this will 
not be possible without an unacceptable loss in efficiency. 
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2. Linear Installation Layout 


a. General. This paragraph gives an example of a linear installa- 
tion layout as discussed in paragraph 29. The three levels of protection 
described in paragraph 16, this appendix, will be considered. The in- 
stallation 18 assumed to be one containing packaged supplies, suitable 
for open storage. The design weapon is one megaton. Figure 140 
illustrates the layout of the installation. 

b. Spacing. 

(1) Supplies are left in the open, but maximum advantage is 
taken of natural terrain features for protection. In order to 
reduce overall length, personnel are provided with foxholes. 
The distance between like supplies in each subinstallation 





SCALE: THOUSANDS 
OF METERS 


O 12 3 4 5 


Figure 140. Linearly dispersed installation layout. 
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should then be at least twice the appropriate radius of effects, 
or 6,600 meters. 

The subinstallations themselves are large enough to consider 
some allowance to be made for their length. À reasonable al- 
lowance is to measure the separation distance (6,600 meters 
in this сазе) from the center of one subinstallation to the near 
edge of the next. However, this added distance might be un- 
acceptable because of the total length it adds to the overall 
installation. By placing like supplies in the same relative 
position in each subinstallation, the necessity for this added 
distance may be avoided. In this case, similar layouts in each 
subinstallation are assumed, so no extra safety distances are 
needed. Therefore, the center to center distance between sub- 
installations will be 6,600 meters for the level of protection 
assumed. 

c. Layout. For the installation shown in figure 140, road AB is chosen 
as the axis of the supply point. Subinstallation areas X, Y, and Z are 
laid out as shown, each having a similar distribution of supplies. Not 
only is the distribution of supplies to these subinstallations similar, but 
their area of location within the subinstallations is generally similar. 
In this way, if a nuclear weapon strikes between two subinstallations, 
the portions of each remaining when combined will still have a balanced 
distribution of supplies. An airstrip at C is available to all three sub- 
installations. A route from A or E to D to F to B or G is available 
over secondary roads to permit bypassing Y if a nuclear strike there 
bloeks the main road. The overall length of the installation is 18 kilo- 
meters. This is long for a single installation but is 10 kilometers shorter 
than the installation would be if the personnel were unprotected. On the 
other hand, if equipment trenches and personal shelters were available, 
the overall length could be reduced to 14 kilometers. 


(2 


— 


3. Point Dispersed Installation 

a. General. This illustrative example is for а small installation well 
forward as discussed in paragraph 30. The installation (fig. 141) is not 
large enough to be able to disperse to the extent required for a megaton 
weapon and still accomplish its mission with reasonable efficiency. It is 
decided, based on location of the supply point and on kuowledge of 
enemy capabilities and policy, to plan to protect the installation against 
a large tactical atomic weapon, such as one of 200 KT yield. The three 
levels of protection described in paragraph 16 of this appendix will be 
considered. Only simple, rapidly accomplished protective measures will 
be taken; these may include construetion of shallow trenches and revet- 
ments for protection of certain supplies and equipment, the construction 
of small, simple, timber or corrugated metal cut and cover shelters for 
personnel, or the use of foxholes. If any existing protective shelter can 
be found it will be used. 


248 TAGO 10025-B, Sept. 1959 





o 500 1000 
"NM — CM ва 
SCALE-METERS 


Figure 141. Point dispersed installation layout prompt. 


b. Composition of Installation. In this installation there are three 
categories of facilities and supplies. 

(1) Facilities such as transient parking, salvage storage, ete., for 
which protection will not be afforded. These facilities will be 
located as is most convenient with respect to other facilities 
and as required by camouflage and deception requirements. 

(2) Certain supplies which are available on local procurement, and 
are not in critical shortage. They are of sufficient importance to 
the mission of the supply point to warrant protection but re- 

: supply time and effort are relatively small. For these items, in 
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the interests of minimum fragmentation of stocks and conse- 
quent loss of operating efficiency, a subdivision of stocks into 
two parts is deemed adequate. 


(3) For the remainder of the supplies, it 1s determined that a sub- 
division of stocks into three parts is necessary to insure that 
sufficient stock will remain after an attack to permit the supply 
point to continue its mission until resupply is accomplished. 


c. Results of One Weapon Attack. From the analysis of the general 
location assigned, three points (A, B, C) are chosen for development 
(fig. 141). Foxholes for personnel and trenches for fragile supplies are 
planned, so the points are 4,000 meters apart. This will insure that at 
least two of the three points remain operable, or at least are rapidly 
recoverable after a 200 КТ burst. Figures 142 and 143 illustrate the 
effect of a 200 KT burst aimed at the erossroads in the center of town 
with a 200-meter delivery error. Аз shown in figure 142, the personnel 
at site À would receive an initial radiation dose in excess of the design 
dose—although it would not be lethal. The fallout radiation (fig. 143) 
would be very small in this area compared to the initial gamma received 
but the additive effect of both would increase casualty-producing effects 
slightly. No other serious damage would occur to protected personnel or 
equipment. Unprotected supplies may be lightly damaged in varying 
proportions in the three subinstallations, but would not be severely 
damaged. Unprotected personnel would receive excessive initial radia- 
tion doses of over 2,000 meters—enough that some of the personnel would 
be casualties, especially with the added fallout dose (unless they 
promptly got in shelters). Vehicles, even unprotected, would receive 
only moderate damage at a little over 2,000 meters. From this it сап 
be seen that unprotected personnel in the entire supply point would 
probably be casualties, either delayed or prompt, but that any material 
damage other than to vehicles would be light. By referring to figure 
143 it can be seen that limited operations without special purpose equip- 
ment could begin again at subinstallations A and C, fairly soon after the 
burst. Subinstallation B is in the path of heavy fallout. The foxholes at 
B will not provide adequate protection without immediate measures to 
provide overhead earth and to keep the fallout from dropping into the 
foxholes. Temporary evacuation of personnel should be considered. 


d. Layout Modifications. By construction of personnel shelters and 
trenches for almost all the supplies, the distance between points may be 
reduced to 3,000 meters. This reduction in distance may not be signifi- 
cant in some cases. Оп the other hand, if no protection were available 
for the personnel, the points should be spread to 5,800 meters distance 
apart to insure the required survival. This is a significant increase in 
distance. The amount of stockage may be small enough, and alternate 
sources of supply may be sufficiently available, to allow supplies to be 
left in the open while the personnel receive high level protection. Then, 
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Figure 142. Effects of 200 КТ weapon burst on а point dispersed installation. 


after a nuclear attack and destruction of the supplies, resupply may be 
quickly accomplished and the activity put back into operation. 

в. Superimposition. Another method of increasing efficiency of utiliza- 
tion of facilities and administrative operations, and of providing in- 
ereased local security, would be to group several types of supply points 
or maintenance units, each subdivided among the subinstallations A, B, 
and C. This would increase the destruetion which one weapon could 
do in terms of men and amount of supplies, but would not increase the 
proportion of any type of activity the weapon would destroy. There 
would always be at least two-thirds of any supply point or maintenance 
facility operable, and in general, ior a 200 KT weapon, at least one of the 
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Figure 149. Residual radiation contamination resulting from 200 KT weapon 
burst on а point dispersed installation. 
two remaining installations would be in an area of fallout light enough 
to permit resumption of activities on a limited shift basis within a day 
after the burst. An installation of this type is essentially an area dis- 
persed installation. 


4. Area Dispersed Installation 

a. General. This paragraph gives an example of an area dispersed 
installation such as is discussed in paragraph 31. For simplification, 
three levels of protection will be considered as indicated in paragraph 
16 of this appendix. 
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b. Overall Layout. Figure 144 represents the area around city М. 
This region is served by an excellent communications net and indigenous 
labor resources are assunied good. In accordance with operational and 
area limitations in the comniunications zone, it is desired to locate in this 
area а general depot, а replacement battalion, and a liospital area. М 
itself, being a communications center, appears to be a possible target, 
for enemy atoniie weapons. А circle of about a 500-meter radius includes 
those areas of M likely to be used as an aiming point for enemy atomic 
weapons. Intelligenee indicates enemy delivery systems have а CEP 
(circular error probable) permitting them to Пауе а 90 percent probabil- 
ity of coming within 600 meters of the aiming point. This gives a buffer 
distance of 1,100 meters to add to the minimum safe distances of para- 
graph 1 in determining how far from the center of М it is desirable to 
put different subinstallations. This indicates that from the center of M 
troops in the open should be 11,500 meters away, troops in foxholes 
should be 6,900 meters away, and troops in shelters and supplies in 
trenches should be 5,400 meters away. The insertion of this buffer dis- 
tance, however, permits the use of four rather than three subinstallations 
around tle perimeter without permitting loss of more than one to the 
prompt effects of a given blast. The prevailing wind (assumed) is from 
the south southwest. 


c. Subinstallation Location. Subinstallation areas are as shown on 
figure 144 and are indicated by the letters W, X, Y, Z. This grouping 
permits maximum utilization of existing facilities. Distribution of 
facilities for the general depot is decided as follows: Efficiency will not 
permit fragmentation of all activities into four parts. Satisfactory dis- 
tribution of stocks, however, can be made for the more important items 
by storing reserve stocks at each of two locations, and conducting nor- 
mal issue and receiving operations at two other sites. In this case, sites 
W and X have the best transportation facilities, the most available 
natural camouflage in terms of orchards and light woods, and are in 
sufficiently populated areas and are sufficiently accessible to М to pro- 
vide adequate indigenous labor easily. Also, in view of the prevailing 
winds, X is the most favorably located site with respect to probable 
fallout from a surface burst. W is located slightly less favorably than 
Y, and Z is worst of all. Therefore, the following layout of the general 
depot is decided on in order to minimize construction effort and max- 
imize protection and efficiency. Subinstallations at Y and Z will consist 
of storage facilities for reserve stocks of those items of sufficient impor- 
tance or criticality that substantial losses of stocks would have a marked 
impact on the depot’s capability to support the assigned units. Issue 
and receiving activities for these items, and minimum working stocks 
will be maintained at two sites, X and W. Items of less consequence to 
the theater mission will be issued, reccived, and stored at these two 
sites only. Certain types of supply and maintenance facilities will be 
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Figure 144. Vicinity of City M. 
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Figure 145. Detail of portion of subinstallation W. 
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split in three parts among W, X and Y. Each subinstallation area will 
be organized for local defense, and will maintain such random dis- 
persion for protection against conventional or small nuclear weapons 
as is consistent with operating efficiency and security. An airstrip is 
placed as shown between X and W across the river from M. This is 
centrally located with respect to X and W, connected to them by good 
secondary roads. An alternate strip is placed as shown between X and 
Y. The replacement center disposes itself in three subinstallations, one 
each at X, Y, and W. It places its headquarters at X. The hospital 
area breaks into three parts also, with general hospitals near W, X, and 
Y, and the hospital center headquarters near W. Hospital subinstal- 
lations will be located far enough from the other subinstallations that 
conventional weapons attacks on them will not endanger the hospitals. 


d. Organization Within a Subinstallation Area. Figure 145 gives a 
more specific look at a portion of subinstallation area W to assist in 
visualizing its composition. It would be necessary for actual terrain 
reconnaissance to precede the placement of the installations to verify 
the suitability of the locations. 


(1) Arca 1 is assigned to QM class III activities. It is in a 
separate valley with access to roads and railroads, and woods 
and brush are generally distributed through the area to facil- 
itate camouflage. It is sufficiently distant from M that, par- 
ticularly with the favorable terrain for blast. shielding, above 
ground storage of POL either in tanks, drums or 5-gallon cans 
would be safe from a design weapon aimed at M. It will, there- 
fore, have a low priority on engineer effort for protection of 
supplies. Protection of personnel by rapidly constructed per- 
sonnel shelters will still have a high priority for this installation 
because personnel will probably become casualties to the design 
weapon if in open or in woods at this distance from M, and 
because without shelters fallout from a surface burst would 
normally cause casualties. 

(2) Area 2 is assigned to a section of an ordnance ammunition 
company. Access to rail and road facilities, readily available 
camouflage and concealment in woods and brush, and a good 
existing internal secondary road net make this suitable to 
ammunition storage. Protective revetments or trenches will be 
needed for the ammunition to avoid damage from the design 
burst over most of the area, which is not naturally sheltered 
from blast. Tree blowdown from a blast may cause some 
damage to supplies and cause difficulty in recovery, but the 
camouflage gained will compensate. 

(3) Area 3 is a personnel living area which affords excellent shelter 
for housing military and civilian personnel for areas 1 and 2. 
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Rapidly constructed personnel shelters are used here in con- 
junction with locally available existing surface facilities. 
Area 4 is the general depot headquarters area, on a good road 
net, containing existing buildings and wooded areas and some 
small valleys which facilitate personnel shelter. Rapidly con- 
structed personnel shelters are used, initially including the 
protection of stock control records and central communications 
facilities. These last shelters are further improved as soon as 
possible. 

(5) Area 5 contains а replacement company and the replacement 
battalion headquarters with rapidly constructed personnel 
shelters. 

(6) Area 6 is the unloading area for the hospital and replacement 
unit for rail shipments. It is promptly cleared of incoming 
shipments and has no protective shelters in connection with it. 

(7) Area 7 contains the hospital. It is fairly safe from the design 
weapon except for fallout, since it is in a valley and some 
8,500 meters from M. It requires rapidly constructed person- 
nel shelters, however, for fallout protection and in ease a nu- 
clear weapon is dropped closer than M. It is sufficiently sepa- 
rated from the other subinstallation areas to be safe against 
conventional weapons or most small atomie weapon attacks 
on them. | 

(8) Similar areas are laid out to the total extent of the area W, 
including the remaining portions of the subinstallation such as 
engineer, medical, QM П and IV, etc. They are placed outside 
the governing effects circles so as to minimize overall engineer 
construction effort, particularly that of highest priority, and so 
as to facilitate camouflage, concealment and deception. 


e. Effects of an Enemy Attack Upon the Installation. 


(1) Figure 146 shows the radii of 10 percent probability of effects, 
as tabulated in paragraph 1, of a 5 MT weapon dropped 1,000 
meters due east of the center of M and one 1 MT weapon 
dropped on each airstrip; and figure 147 shows the same radii 
on а detailed portion of area W. Without the use of shelters 
and trenehes, the weapons would have effectively destroyed 
the installation, With fortifieations, the destruction is limited 
mostly to those activities in the central area and those supplies 
and equipment whose protection is not worth the effort re- 
quired. 

(2) The effects in the various subareas of area W are as follows: 

(a) In Area 1 there will be hardly any casualties among per- 
sonnel in foxholes. Some above ground POL will be de- 
stroyed by direct blast effects, and some more by tree blow- 
down, but most supplies should be affected only slightly. 
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(b) In Area 2, tree blowdown will be very disruptive along the 
north-south roads, but the ammunition supplies will not 
suffer noticeably. Personnel easualties will be light. 

(c) Area 3 and Área 7 will receive negligible damage. 

(d) Area 4 will be damaged by tree blowdown, but casualties 
should be slight if the personnel are adequately warned. 

(e) The replacement units in area 5 will have insignificant 
casualties as long as shelter has been provided for ай the 
transients. 

(f) The rolling stock m area 6 will be seriously damaged and 





— m d 
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Figure 146. Initial effects of weapon bursts on an area dispersed installation, 
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Figure 147. Initial effect of weapon bursts on portion of subinstallation in an area 
dispersed. installation. 
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most of the personnel will be easualties. The railroad tracks 
should receive negligible damage. 

(3) Figure 148 shows the approximate 48 hour dose received on 
the installation. Personnel in areas X and Y would be little 
affected if they improved upon their foxhole after the bursts 
and stayed in them for a few hours after fallout began de- 
scending. Areas Z and W receive significant doses of radiation 
in certain portions but their personnel would be well protected 
by shelters with at least two feet of earth cover. Operations 
would be stopped for a few days until they could be resumed 
on an emergency basis. 





SCALE : I"= 3000 METERS 


Figure 148. Residual radiation contours resulting from weapon bursts on an area 
dispersed installation. 
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APPENDIX IV 
FIELD DESIGN PROCEDURES 


1. General 


When the standard structures presented in chapters 8 and 9 сап not 
be used due бо lack of the required materials or a requirement for а, 
larger structure, the field design procedures presented in this appendix 
may be used to design a suitable structure. 


2. Roof Design 

a. Laminated Roof. Table XXII shows the thickness of laminated 
wood roof required to support various thicknesses of earth cover over 
various spans. The planks should extend from support to support in all 
layers, and adjoining edges should be staggered from опе layer to the 
next. 


Table XXII. Thickness in Inches of Laminated Wood Roof Required To Support 
Various Thicknesses of Earth Cover Over Various Spans 


Span width in feet 








Thickness 
of earth 
covor in feet 2% 3 318 4 5 6 
114 1 1 2 2 2 2 
2 1 2 2 2 2 Б] 
2% 2 2 2 2 2 3 
3 2 2 2 2 3 3 
3% 2 2 2 2 3 3 
4 2 2 2 2 3 4 





b. Stringer Roofs. Table XXIII shows the spacing of stringers re- 
quired to support a one inch thick wood roof with various thicknesses 
of earth cover over various spans. Stringers are 2 inches by 4 inches 
unless otherwise indicated. 


e. The roof designs shown here are not designed to be shellproof, 
even under an earth and rock cover. The reofs shown with the cover 
indicated are fragment proof and will give substantial radiation pro- 
tection, if properly designed entrances arc provided. These roofs may 
under certain conditions be shellproof. 
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Table XXIII. Center-to-Center Spacing (in inches) of Wooden Stringers Required to 
Support a One-Inch Wood Roof Over Various Spans 


Span width in feet 


Thickness of earth 


cover in feet эм a зи 4 6 


&л 








3X4|2X*12X42X6|2xX41|2X62X412X95012xXx69 









































1% 40 | 30 | 22 |..... ўба 10 |-____ 18 
2 зз | 22 | 16 Lau. jo 8 | 20 | 14 
эм 27 | 18 | 12 |... тік КЕРМЕ М зс. 16 | 10 
3 2 | 14 | 10 ]...... s | 20 ЖС 14 8 
314 18 | 12 8 | 24 |...... К eds 12 8 
4 16 | 10 8 | 2 Ez... Т NR 10 7 





3. Cap Design 
a. General. The graph shown as figure 149 is used to determine the 
required size of reetangular caps. This graph is based on the following 
assumptions: 
(1) The timber used for caps has à maximum allowable binding 
stress of 2,400 psi, and a maximum allowable shear stress of 
150 psi. 
(2) The overhead cover on the shelter has a density of 150 Ibs/ft?. 
(3) The eaps have end supports only (one span, two supports). 
Before using the graph, it is necessary to compute the bending and 
shear formulas. 
b. Formulas. 
Bending = (cap span)? X stringer span X cover thickness. 
Shear = Cap span stringer span X cover thickness. 
c. Example. Consider a cap span of 8 feet with end supports, carry- 
ing stringers with a span of 6 feet. The roof cover thickness is 3 feet. 
Bending = (8)? X 6 X 3 = 1152 
Shear=8 X 6 x 3 = 144 Е 
For shear, enter the graph at the top ata value of 144. Move downward, 
contacting the sloping shear lines to determine eap depth. Move hori- 
zontally to the left from the point of contact with the shear line to deter- 
mine the stringer width. For bending, enter the graph at the bottom 
at a value of 1152, and employ a procedure similar to that used for 
shear, this time using the bending lines. Tt is seen that several sizes 
of timber may be used. The choice between them is an economie one. 


Shear Bending 
D. W. D. W. 
6 10 6 10 
8 8 8 5 
10 6 10 4 
12 5 12 3 
16 4 16 2 


For a given timber depth, the larger width (shear or bending) must be 
chosen. 
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Posts should Бе the same size аз the сар, For dimensioned lumber the 


5. Footing Design 

a. General. The total weight of the structure and its overhead cover 
must be transmitted to the earth on which the structure rests in such a 
way that the allowable bearing value of the soil is not exceeded. For 
various soils, the allowable bearing pressures are given in paragraph 
131d, FM 5-34. 

b. Continuous Wood Sill. A sill of the same size as the cap, embedded 
in the earth floor, is desirable if its bearing area divided by the total 
weight of the structure is a figure less than the soil bearing capacity 
of the soil. When this is not possible using a sill the same size аз the 
cap, the bearing area of the sill on the ground must be increased to 
remain within the bearing capacity of the soil. 

c. Plank or Grillage Footings. When the width of footing required 
is greater than the width of normally available timber, planks may be 
laid transversely under a smaller sill to spread the load to the required 
area of earth. When planks are used the plank thickness in inches must 
not be less than the plank length in feet. 

d. Natural Timber Caps. The depth of natural timber caps is the 
same as that for rectangular caps. To determine the width, multiply 
the depth by 1.2. 


6. Bracing Design 

a. Natural timber bracing should be 15 the diameter of the post but 
not less than 3 inches in diameter. 

b. Dimension timber bracing should have at least 2; the cross 
sectional area of the post, but not less than 2 inches thick on the smallest 
side. 
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Div (25) Mil Dist (5) 
Engr Bde (10) USA Corps (Res) (5) 
Engr Gp (10) Sector Comd, USA Corps (Res) (5) 
Engr Bn (5) MAAG (1) 
Eng Co (3) Units org under fol TOE: 
USMA (25) 5-500 (AD)(2) 


NG: State AG (3); units—same as Active Army except allowance is one copy to 
each unit. 


USAR: Same as Active Army except allowance is опе copy to cach unit. 


For explanation of abbreviations used, sce AR 320-50. 
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